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Appendix  1 


PRESKST 

HOSPITAL  DISTHX 

C7S 

Ovoi»crowdod 

District 

1 District 

1 Population 

* 1340 

Hospital  ' 

Population  * Capacity 
Juno  1,1944 

l<? 

Overcrowding 

i 

1966  » 

Allentown 

* 520,272 

1G04 

291 

^^vlcw 

* ( statewide ) 

1059  % 

063 

coe 

Harrisburg 

» 020,452 

2425  ^7’ 

t 

2019 

400 

Ilollldaysburc 

• 140*350 

343  3(>  • 
| 

255 

00 

Dayvlew 

* 071*050 

3005  3o\3t 

i 

2232 

Dorr I a town 

» 053*000 

4301t|3f7  • 

3053- 

520 

Flillfldilphift 

* 1*031*334 

f 

0040  * 

• 

4523 

1625  X 

^:aors0t 

* 34,057 

405  ^ » 

• 

427 

4 

30 
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2472  * 

f 

1070 

002 
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2621  ^>04  * 
f 

2219 

302 
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♦ 739,000 

*609 

1920 

601  vP 

Leas 

Than  Capacity 

Aval lab lo 
3odo 
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* 301,243  * 

1039  /0>*T* 

1134 

05 

Dari  villa 

* 072,902  * 

, • 

t 

2300  2^ 

1 

2503  

r 175 

irsbroovllla 
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, i 
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3GG 

40 
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55 

• Ota  .o  . u cL* 
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i t 

t * 

109/11  * 

« 

125 

10 
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Appendix  2 


SEE  MAP  I — PRESET  DISTRICTS 


^ (In  Hap  Polder  at  end  of  report) 


t 
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Appendix  3 

COUNTY  IIQIffi  ACQUISITION 


In  accordance  with  the  terns  of  Public  Lav/  #53,  September 
29,  1933,  as  amended  by  Act  10J,  May  25,  1939,  all  patients 
previously  maintained  in  county  hospitals  became  wards  of  tho 
Commonwealth  and  all  county  mental  hospitals  were  either  taken 
over  by  the  Commonwealth  or  closed. 

The  Full  State  Care  Act  resulted  in  the  acquisition  of 
the  following  properties  on  the  following  dates: 


Philadelphia  State  Hospital,. October  15,  1938, 

Mayview  State  Hospital. August  1,  1941 

^ Woodville  State  Hospital June  1,  1941 

Somerset  State  Hospital September  1,1941 

Embreeville  State  Hospital October  1,  1941 

Hollidaysburg  State  Hospital.,,...  September  1,1941 

Retreat  State  Hospital. September  16,  1943 

Clarks  Summit  State  Hospital October  1,  1943 

and  the  closing  as  mental  hospitals  of  the  following  properties: 

Mercer  Mental  Hospital..., December  31,  1941. 

Schuylkill  Mental  Hospital........  April  15,  1942. 

Blakely  Mental  Hospital...........  October  15;  1943. 

Lancaster  Mental  Hospital.........  May  30,  1942. 

In  all  instances,  with  the  exception  of  tho  Philadelphia 

State  Hospital,  there  was  a combining  of  the  functions  of  the 

county  home  or  almshouse  with  the  county  mental  hospital.  As 

a result  of  this,  amicable  agreements  were  reached  for  the 

division  of  property  at  these  institutions,  based  upon  the 

proportion  of  population  in  the  mental  hospital  as  against 

that  in  the  county  home.  This  has  led  to  considerable  con- 


( 


* 


. 

■ ■ ‘ m ' > .* 


. 


fusion,  a sharing  of  facilities,  and  a sharing  of  costs;  and 
has  led  to  operating  difficulties  and  misunderstandings. 
Property  lines  have  been  poorly  defined  and  land  has  therefore 
been  divided  into  noncontiguous  parcels. 

All  in  all,  unsatisfactory  conditions  have  developed  for 
both  county  and  state.  Since  in  all  cases  where  county 
homes  were  taken  over,  overcrowding  existed  and  early  expan- 
sion is  essential,  it  is  the  Board* s recommendation  that  the 
state  immediately  acquire  the  entire  property,  or,  as  in  the 
case  of  Clarks  Sumnit  and  Ransom  — seek  an  adjustment  whereby 
the  almshouse  patients  will  be  removed  from  one  institution 
and  the  mentally  ill  from  the  other.  With  the  absolute  need 
for  increased  facilities  and  for  expansion,  this  arrangement 
is  not  practical  in  most  places.  It  appears  to  the  Board 
however,  that  the  acquisition  of  county  properties  where  they 
exist  on  state  hospital  ground,  is  a sine  qua  non  for  success- 
ful operation.  Many  of  the  county  home  properties  are  worth- 
less structures  and  have  outlived  their  usefulness.  A few 
have  real  value  and  can  bo  utilized  fully. 
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Appendix  5 

unsafe  construction 

See  especially  reports  on  Philadelphia 

Norristown. • 
Mayview. .... 
Embreeville. 
Somerset. • • • 
Woodville. • • 
Harrisburg. • 
Danville . • • . 


Page 

cf.  76 

" 71 

" 67 

" 54 

h 37 

" 105 
" 60 
" 40 


These  include  some  of  the  major  structural  hazards 
in  the  state*  The  conditions  at  Philadelphia, 
Norristown,  Mayview  and  Somerset  are  especially 
hazardous  and  demand  immediate  attention. 
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Appendix  6 

SPMMAHY  OF  35  ilSTEBT  SITUATION  A TIP  EXPANSION  HELPS  OF 

INDIVIDUAL  HOSPITALS 

The  following  surveys  were  rather  hastily  made  but  repre- 
sent basic  material#  The  recommendations  aro  suggestive, 
rather  than  specific  in  most  cases,  but  represent  the  Boards 
initial  reaction  to  the  immediate  needs  of  the  Institution# 

They  should  not  be  considered  in  any  sense  complete,  and  repre- 
sent only  the  major  obvious  requirements#  In  analyzing  the 
problems  of  each  institution,  the  Board  r/as  i.ioro  and  more 
impressed  with  the  importance  of  setting  a population  goal 
for  each  Institution  and,  then  making  careful  plans  as  to  loca- 
tion, service  line  development,  etc.,  so  that  an  orderly  and 
yet  complete  plan  could  be  worked  out# 


D 


Authorised*  X90X* 


oponad:  1912* 


board  o*  Trustee  a: 


Addrooo 


X*  Pr*  alter  ; cibort 
2*  Dr*  PlUl«B  A*  Pearson 
Z.  l.!rr*  Darion  At  ter 
4*  Dr*  Kenneth  Poston 
C*  hrs.  !Sarian  :.*  Stockel 
0*  Louis  . . Eauveiler 
7*  Victor  .clanidt 
0*  DaJ*  J.  C*  huabergor,  3r* 
9*  J*  Edward  buzhaa 


Pastor*, 

Lokovlew,  Tlarbortu 

Bethlehem 

Allentown 

Allentown 

Allentown 

Allen toon 

Allentown 

Allentown 


Proccnt  District: 


Counties;  Bucks,  northern  part;  carbon,  Lehigh;  llortiauapton, 
Uonroo , Dike,  Payne. 


Population  of  District*  529,272.  -to  a °*  District*  3334  eq.  ni. 

Total  roporty  Value : *>5,239,324*30* 

Population  oC  Hospital  - Juno  1st:  19C1  - 354  on  parole* 

Dopartnon t .Dated  Capacity:  1004* 

overcrowding : 291,  or  10f!* 


3c  -oral  Statement*  in  city  of  Allentown,  at  border  of  *' otlilehon* 

Iktcollont  alto,  though  not  jauch  building 
space  available*  boaveravillo  Colony  or 
Pam  connected  with  the  isain  Institution, 
ubout  eight  nilos  distant* 

viator  .Supply  a Allentown  City  Supply  - purged  to  rocorvoir, 

1 million  gallons  chlorinated  water*  Coat 
6000  to  |7000  a year,  pluc  coat  of  naaping. 
Reservoir  uncovorod*  inadequate  in  also. 
Another  needed* 
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cu-a.;e  : Disposal  plant  on  plot  east  of  buildings*  over- 

loaded* Requires  rouodeliRr  end  enlarger»rt  or 
a new  plant  for  population  of  3000* 

Power  arid  I.ljht:  3 nonorators,  300  WJ;  2 100  YS j DC-  110  v# 

Condition  Loo<l*  Ho  ©ceryoncy  lighting  In 
buildings*  except  sudl  ioriisra  and  6 ora  tine 
roon*  Another  generator  needed  for  olcc- 
trlo  eupp ly#  Practically  no  round  llphtlnc# 

Sundry s Fairly  adequate  at  present* 

Gtorapo  Pact lit loot  , Inadequate*  Baseraonta  in  onoral  uco# 

Mechanical  bhops:  hlsted  under  Industrial  Buildings 

Beating  Plant:  3 GOO'  !I*P*  boilcra*  Require  1 addlti onal* 

Conditions  new  03A  ctokor  ay® ton,  barley  coal* 
Beyers  ash  retsover# 

Pouting  s Piping  wearing  out* 


DihT/r.T  arm;. 


TJHI© 


Kitchen: 


3 l*lt chons#  1 min  kitchen  with  13  nervine  r >ot*s# 
r-taff  kitchen  for  42  odsdnlatretivo  oriployooa. 

Special  diet  kitchen  for  06  diets  per  taeal* 

Milk  fron  dairy  not  pasteurised*  £qulpissnt  installed# 
bora©  akin  nilk  and  powdered  nilk  purchased  which  is 
no  t pus  tour  I rod# 


Ho  fri  porat Ion  t 


Dining  Ruono; 


In  b&senent  of  butcher  ol  op  nnu  loo  honor?  in 
kitchen#  20-ton  compressor*  rjotor  driven; 
rofr Iterator  bo swa  16  tons,  Dally  avornyo 
ice,  2 tone#  riant  ic  inadequate  for  ©-.panel  on# 

Congregate  - 3#  Men9 a - 310#  roam's  - 304# 

Cafeteria  23G#  Ward  dining  roans  - 14* 


Adequacy  In  general  00;  *• 


pAint^  niTihDinoa? 

Adnlaslon  Unit:  Two-story  brick#  Capacity:  halo  - 143 

Penal©-  160 

TOT 

^ I hospital;  Ko# 


— 


■ 


i 


Disturbed  Units ; 1 two-story  brio!;*  Capacity:  Fencle-100# 


Tuborculog,:.  a Uni  t : 1 for  wonon  - brick,  satisfactory. 

Capacity:  68# 

1 Xor  rx»a  - old,  woo  don*  Capacity:  34. 

Dilapidated  and  overcrowded. 

Should  bo  replaced. 

Positive  arid  negative  caeca  separated  on  porches. 

Children ^ : gliding  or  dnltt-  Behavior  coses,  ago  4-16. 

Capacity:  100  plus. 

Inflracry:  lion©  • 

Continued  Caro  Units  For  aped,  two  3-otory  brick  buildings# 

mrW1'  r" ~ ^ Capacity;  Bale  202 

Peoale  232 

TOT 

Isolation:  1-story  brlok  building#  Capecltys  19. 

ikdralnl s tratlon  Building « 1 (Also  Superintendent1  e quarters) 

Bocroatlonal  and  Occupational.  Buildings:  0.  • - distributed 

r-,r  - r r - -i,  n . - - - ^ " " Ifc  pflLtlon^S  DUildlUgS . 

4 types  basersont  for  550. 

2 gy*sn^cluLiss  2 children1?  play- 
grounds, etc# 

70*1  of  patients  on  rocroation  pro grans# 
Library:  adult  sad  children# 

Others;  Convalescent  Building:  1#  Capacity:  60  non  ft  wonon. 

Industrial  Buildings*  1 floor  of  2-story  Valuing 

and  basei^ont  - outshine,  car- 
penter, i^otal  and  paint. 

1 in  lower  floor  of  laundry 
building  (brick)  - sewing* 
sending,  cobbler,  tailoring, 
nat tresses,  broonc,  and  up- 
holstery. 


2 ward  buildings,  3— story  brick,  care  for  335  nolo  rnd 
313  foiaalo  inn&tca  — totals  C53. 

Colony:  2 buildings  - 1 brick,  1 stone  : 107  non. 


Housxrn-i 

Staff: 

f upexdnfronckint : In  Adadals tret ion  ifulldlng*  Adoqunto 

ooly  for  fondly  without  children* 

Itevilcluas:  Ho  boao*  kuarfcorod  in  Adteiini  a trat  ior.  Puild- 

in*;# 

Others:  Uuraea*  2 brick  harass  ~ adequate  at  present • 

goraale  attendants#  1 brick  boras  - adequate  at 

present* 

Mel#  attendant##  2 brick  bosses  - adequate  at 
present* 

Saployoopt  So©  above* 


HAItrrMAbC.M 

PlUE&ln/::  Unsatisfactory  in  older  buildings* 

firing:  Direct  current*  Installation  of  AC  'o  o cone  Ac rod* 

Much  of  wiring  old*  Ho  eoergeney  II  :h  ting* 

General;  Satisfactory,  coi rlAorliq  the  age  of  nony  >f  the 
buildings  end  util! ties* 

?lro  Protection:  HO  fire  al  am  eyeton*  Alien  tor/  s :li*c  Do* 

partnent  available*  and  Inspect?-  J^ron  tine 
to  tins*  protable  fir©  er.tin  uiidisrc  avail- 
able eseept  at  farm* 

1 fire  truck  at  hospital* 


irfDCt 

Urgent : Construction  of  nen’s  tuberculosis  l. sliding  for  GC  coi.cs 

Present  ole;*  wooden*  dilapidated  building  housing  34 
tuberculous  non*  should  bo  rsaod.  it  obstructs  the 
road* 

Hecotustru ration  and  orfLorcjao;  .t  of  sewage  pli  r an 
entirely  now  plant* 

Cons traction  of  barn  a oavorcvlllc  Colony  to  re- 
place the  one  burned* . 
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Present:  Bulldirc  for  stores  and  x^eftC^pration. 

Hospital  with.  oXiiilc  - pfitlwloylc  adjuncts  confined; 
?t  bod  capacity*  plus  isolation  Xtcililia*. 

55upei*intondentf  s boos* 

hysicifias1  hones. 

Additional  reservoir* 

Addition  to  kite} ion  and  cannery. 

Future : Ion,;;  ratios  development  plan  contlncent  upon  the 

future  of  <-eavorr:v llle  Colony*  This*  together 
with  the  changes  In  hospitalisation  resul 

t Iron 

redistricfcino#  requires  special  study. 

doavorovillo  Colony  should  be  enlarced.  end  provision 
nado  for  resident  radical  service. 


This  hospital  has  nearly  reached  buildiir  capacity 
cm  ^resent  site.  Future  expansion  will  have  to  be 

at  oevorsvillc  Colony. 
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CLARKS  SUMMIT  STATE  HOSPITAL 


Authorised : 10G2 • 


Board  of  Trustees: 


Oponed:  for  Ins ant  10G2# 

Mental  Hospital  declarod 
to  b©  separated  from 

County  Hone  on  Octobor 
1,  1343. 


Address 


1.  V/orthlngton  Scranton 

2.  I i * J . illioua 

3.  Prank  suraci 

4.  Jonas  Veras 

5.  Philo  • Butler 
G*  Steven  Dubemas 
7.  Howard  'decker 

0.  Herbert  S*  Jones 
3.  John  H.  Pritcl^ard 


Scranton  — President. 

Clarks  Summit 

Scranton 

Punraore 

Scranton 

Old  For  ;© 

Scranton 

Scranton 

Scranton 


Present  District; 

Counties:  Lackawanna  County* 

Population  of  District:  301,243.  Area  of  District:  454  sq.  ml. 


Total  Property  Value:  ,2,374,200. 


Population  of  Hospital  - June  1st;  ?•  1039*  — I*.  544.  • 495. 


Deportment  Bated  Capacity:  040.  (Survey  Nov.  23,1943:  Hr.  Dunlap. 

K.  625.  F.  509.  Total:  1134*) 


Qvo rc rotard Inc i 99.  (Prom  later  figures,  no  overcrowding) . 

General  Statements  The  institution  is  located  about  on©  mile 

from  Clarks  Summit  and  about  ton  nilec  from 
Scranton  on  Route  6.  It  Is  situated  on  high  ground  overlooking 
rolling  form  land  country.  The  institution  faces  the  highway. 
The  front  grounds  are  surrounded  by  an  ornamental  iron  fence, 
and  os  It  la  approached  from  Clarks  Summit*  there  Is  ono  entra.nco 
to  the  County  Home  and  a second  entrance  to  the  Administration 
and  Admission  Bull  dir:,  of  tiro  mental  hospital. 
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UTILPTII.R; 

Later  Supply:  Three  driven  wells  # Kevor  any  shortage • 

Using  daily  about  £2,000  gallons.  liiree 
reservoirs;  one  for  laundry,  two  for  remain- 
ing services#  Total  capacity  over  2,0C0  gallons#  ho 
chlorine  t ion  # 


I 


Sewago ; Disposal  plant  ir.  fair  condition#  Located  on  main 
road  to  tli©  hospital,  according  to  a prior  survey 
report.  Adequate  for  1500  patients.  Complete 
treatment,  including:  chlorination# 


Power  and  light:  Electric  service  entirely  by  fcranton 

Else  trie  Company,  tlo»ough  purcliaae,  -with 
Abington  Electric  Company  as  onergency 
standby  - adequate#  Road  11  hts  from 
Power  house  - inadequate. 

Heating  Plant:  Three  boilers,  2S0  II* F*  cacl  , or  totai  7EC. 

Pair  condition#  Hand  fired#  Rice  cool 
used#  In  1950  survey,  age  given  as  17  to 
20  years#  Ko  standby  service  for  extreme 
weather  conditions#  building  in  poor  con- 
dition# 


Lai 


■9  r 1 yv*  * « 


Located  in  ground  floor  of  auditorium  build!  *g, 

formerly  old  boiler  room#  Hot  large  err, ugh  for 
expansion  of  institution  • 


Storage  ; 'acuities}  Inadequate#  fcattorei#  Principally 

located  In  basement  of  almshouse  build- 
ing, including  refrigeration. 

I.ochanlcal  Shoos;  Scattered  and  inadequate# 


DIE? AH' 


m 


'.PART 


pm 

‘ x 


« 


Kitchen;  On©  small  and  inadequate  kitchen#  Hotter  refriger- 
ation arid  a vegetable  preparation  room  needed# 
Kitchen  about  one-half  size  roeded# 

bakery;  Located  in  tit©  basement  of  County  none# 


$ 
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Rofrl go ration:  Located  in  baseraent  of  County  Hone. 

Dining  iioonas  Two  large  congregate  dining  roorc,  one  for 

each  sox.  Capacity:  450  for  each  cox.  Much 
room  to  spare.  'Two  ward  dining  rooms:  ard 

1 for  GO.  Ward  2 for  58.  Doth  for  infirm- 
ary patients.  Inadequate  serving  facilities. 


r att  iv  nuir-T>n:c-st  ' 

Admission  Unit:  Separate  wards.  One  for  each  sex.  About  50 

capacity  each#  Set  aside  for  admission  pur- 
poses. ?!  oro  are  two  continuous  bathtubs  in 
each  vord,  probably  seldom,  if  ever  used.  One 
for  women,  one  for  man. 

Iq spited:  None.  Ward  6 (male)  and  V/ard  9 (female).  In 

separate  buildings,  set  aside  for  the  feeble 
and  infirm. 

a Disturbed  Units:  !?o  fecial  facilities. 

Tuberculosis  Unit:  !To  special  facilities.  Said  to  bo  10 

male  and  19  female  tuberculosis  patients. 

Inflreaary ; (boo  data  under  'Hospital* )• 

Continued  Caro  unit:  bom©  of  th©  wards  In  Main  building.  In 

adjoining  buildings,  ’ ards  7 and  0 for 
males,  10  and  11  for  females. 

Isolation:  bone. 

Administration  building : h labors to  and  spacious  offices  in 

Main  Building. 

Recreational  <b  Occupational  nlldlnrp?  Inadequate  recreational 
" and  occupational  facili- 
ties. Audi tor iun  o ve r 

the  laundry.  Capacity  5GG.  be  arete  chapel.  Capacity  500. 
Some  enclosed  exorcise  yards. 

Others:  In  Main  Building,  various  departments  locatod,  e.g., 

— laboratory,  dental  and  superintendent' s offioco, 
dispensary,  and  pharmacy. 

$ 
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HOUSIHGt 


Staffs 


Superintendent : 


Physicians: 

Others: 


1;r  loyoos: 


Substantial  house  was  supposed  to  bo 
vacated  on  January  1,  1044  by  superin- 
tendent of  County  hone,  but  ho  retained 
posse salon. 

quarters  in  Main  Building* 

A number  of  outlying  houses,  e*g.,  lain 
manager,  mechanical  director,  blacksnitl  — 
all  occupied  by  County  Home  personnel* 

A separate  building  for  male  employees; 
capacity  GO*  A nurses  hone  for  female 
employees;  capacity  GC*  --  Houses  ail  typos 
of  female  employees,  *,  nurses,  attendants, 
and  office  help* 


MAllTThHAIICB; 


flunblnp: 

firing: 


General: 


Said  to  bo  good* 

A*  • - # 

Improving  under  new  athiinistratlon* 


"Ire  Protection:  It  is  ctatod  that  there  Is  an  adequate 


fire  alarm  system*  There  is  a fire 
mnrslial*  L volunteer  fire  department 
is  two  nileo  from  the  promises*  . ortablo 
fire  extinguishers  are  available*  Hydra:. to 
on  separate  loop,  have  GO  lb*  pros sure. 


Urgent: 


Enlargement  of  kitchen,  with  adjacent  refrigeration 
and  food  preparation  foe ill ties*  fore  adequate 
laundry  facilities*  ova  -p  boiler  house  a 1 equip- 
ment* 

die  divided  authority  over  the  property  has  resulted 
in  an  impossible)  situation*  Iramediate  steps  should 
bo  taken  to  no euro  the  whole  property  for  mental 
hospital  purposes*  At  present,  the  superintendents 
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home  is  occupied  by  the  one  in  cliargo  or  the 
County  I'one.  The  County  Home  building;,  in  the 
Basement  of  which  are  facilities  belonging  to  the 
mental  hospital.  Is  well  adapted  for  the  care  of 
mental  patients  with  few  changes  inane  lately 
necessary* 

Tii©  Clarks  Summit  Hospital  should  receive  the 
mental  patients  from  nenaoti*  Hansom  and  lufoly 
aro  adaptable  for  housing  the  C unty  Homo  inmates 
from  Hillside  and  he treat. 

Future:  One©  the  whole  property  has  been  acquired  for  a ntal 

hospital  purposes,  proceed  to  develop  the  Clarks 
Summit  Hospital  to  a capacity  of  at  least  1500, 
adding  various  units  and  facilities  needed  to  round 
out  the  hospital  as  a diagnostic  treatment  centre,  c Iding  to 
itr  district  several  small  neighboring  counties. 

In  the  further  development  of  this  hospital,  consid- 
eration should  be  given  to  more  adequate  facilities  for  the 
diagnostic  study  end  treatment  of  patients.  Admission  words 
9 might  bo  provided  in  the  present  County  Home  ui Icing*  hotter 

facilities  for  the  segregation  and  treatment  of  cases  of 
tuberculosis  should  be  provided* 

In  addition  to  other  needed  therapeutic  equipment, 
an  electrocardiograph  should  be  scoured.  In  order  tliat,  with 
the  X-ray  apparatus,  the  medical  staff  nay  eventually  be  pre- 
pared to  give  electric  shock  treatment* 

The  superintendent  has  recommend©  the  replacement 
of  the  power  plant,  laundry,  end  bakery  and  those  suggestions 
should  have  careful  consideration* 

More  ado  qua  to  housing  for  physicians  should  be  : ado 
avail,  ble,  particularly  for  those  with  families,  in  order  that 
competent  assistants  ne.y  be  attracted  end  the  staff  stabilised* 

COl&f  HTS:  If  the  program  outlined  in  Future  Heeds  can  be  follow- 

ed, Clarks  'ummlt  State  Hospital  should  develop  into 
an  adequate  mental  hospital  for  the  district  eug,  ectod. 
Such  a program  has  boon  under  dlsousslon  for  Bom© 
twenty  years,  the  delay  bo In , duo  to  the  postponed  complete 
State  Caro  Act.  It  would  seem  as  if  the  pro,  ram  Could  bo 
carried  out  by  agreement  with  the  local  authorities,  with 
perhaps  a nominal  rental  be in  involved*  Making  available 
the  properties  of  hansom  and  alkely  to  the  local  authorities 
for  County  Home  purposes,  would  appear  to  bo  ample  compensation 
for  the  Hills Id©  County  Home  buildings  which  the  Commonwealth 
\70uld  take  ovor  for  mental  patients* 


DANVILLE  STATE  HOSPITAL 


Authorised:  1060  • 


Opened:  1072. 


Board  of  Trustees: 


Address 


1«  Edward  F.  Price 
2*  Frank  K.  Haas 
3*  David  J.  Heese 
4*  Elmer  R.  Beers 

6.  Frank  5.  3 trite 
C.  I.  M.  Witt 

7.  George  W#  Scott 

0.  Dr.  Robert  Y.  Grone 
9*  Walter  P*  Johns 

Present  District: 


Danville 
Sunbury 
Danville 
Bloomoburg 
illismsport 
Hontoursville 
Mt.  Camel 
Danville 
Bloomsburg 


Countioa:  Bradford 

Centre 
Clinton 
Columbia 
Lycoming 


Nontour 
IJorthumbe  rland 
Schuylkill  (j*-) 
Snyder 
Susquehanna 


Sullivan 

Tioga 

Union 

Wyoming 


Population  of  District:  672,902.  Area  of  District:  9345  sq.  mi. 


Total  Property  Value:  $5, 020, 630. 


Population  of  Hospital  - Juno  1st:  2380. 

Department  Bated  Capacity:  2563. 

Overcrowding:  None,  — 176  loss  than  capacity. 


General  Statements  Two  miles  from  the  borough  of  Danville, 

Kontour  County,  on  a site  overlooking 
north  branch  of  Susquehanna  River.  A 
well-marked  hard  road  loads  from  Danville 
to  hospital,  end  there  is  also  a flag 
station  on  the  o,L*&  W.  Railroad. 


— — 1 ' 1 1 
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UTILITIESt 

Water  Supply:  From  Susquehanna  River*  Filtration  plant* 

chlorinated,  then  pumped  ftp  to  reservoir# 

Sewage:  Institution  owns  its  own  sewage  disposal  plant. 

Plant  is  adequate  for  present  patient  population. 


Power  & Light:  Institution  produces  its  own  power,  type  AC* 

Three  generators,  capacity  300  KWII.  Condition 
new.  Plant  finished  in  1928.  In  very  good 
condition,  and  can  stand  some  additional  load. 

Laundry : Hew.  Adequate  for  present  population  and  can  stand 

some  additional  load. 

S to  rage  Facilities:  Inadequate.  Need  centralized  storeroom. 

Mechanical  Shops:  Adequate  for  present  population* 


l 


DIETARY  DEPARTMENT t 

Kitchen:  One  main  kitchen  preparing  food  for  24C0  patients 

and  approximately  190  employees. 

On©  kitchen  prepares  for  approximately  15  stafl 

employees* 

One  kitchen  prepares  hospital  diets. 

Replacement  and  expansion  of  facilities  urgent. 

Re  f r i go  ration;  One  cold  storage  building,  inadequate. 


Dining  Room 


Ho  congregate  dining  rooms.  All  patients 
fed  in  32  ward  dining  rooms*  Capacity 
corresponds  with  the  number  of  beds  of  the 
respective  wards.  New  central  kitchen  and 
dining  room  needed  for  the  patients  hcusod 
in  the  central  block  buildings. 


3, 


PATIENT  BUILDINGS: 

Adni o s i on  Uni t s Hone.  Admission  unit  needed,  housing  150 

patients.  At  present  all  patients  aro  ad- 
mitted to  the  respective  acute  treatment 
buildings,  depending  on  sex. 

Hospitals  Hone.  Work  carried  on  in  infirmaries  on  respective 

sides. 


Disturbed  Units:  Ho  disturbed  patient  buildings*  Disturbed 

patients  now  cared  for  in  acute  treatment 
sections  on  respective  3ides*  Disturbed 
unit  needed* 

Tuberculosis  Unit:  Two  one-story  fireproof  brick  buildings, 

capacity  55  patients,  male  and  femalo* 
Total,  110  patients.  Adequate  for 
present  needs. 

Infirmary:  Infirmary  on  Kale  Side  and  on  Femalo  Side,  Con- 

struction, brick.  Adequate  for  present  needs. 

Continued  Care  Unit;  Five  wards,  different  buildings,  capa- 
city 881,  Adequate, 

Isolation:  One  Isolation  building,  one  story  brick,  cai^acity 

20,  Adequate, 

Administration  Duilding:  Located  in  center  of  main  group. 

Adequate  for  present  needs,  Con- 
structed in  1872;  however,  in  rood 
shape , 

Recreational  g Occupational  Buildings:  Chapel  and  amusement 

hall  in  Administration 
. Building,  third  story. 

Fire  hazard;  restricted  to  500  patients.  One  chapel  second 
floor  rear.  Administration  Building,  also  restricted  by  Labor 
and  Industry  on  account  of  fire  hazards.  Fifty  patients. 

Others : Occupational  Therapy:  Located  in  separate  building- 

new  building  for  Female  side.  Need  one  for  Males, 
Four  occupational  therapy  buildings  located  in  the 
yards  on  respective  sides.  Two  industrial  buildings 
adequate  for  pro sent  needs. 


HOUS IRC: 

Staff: 

Superintendent : Apartment  in  Administration  Building, 

Separate  home  noeded. 

Physicians:  Individual  buildings  in  the  number  of  six 

located  on  the  hospital  grounds. 

Others:  Individual  buildings  located  on  the  hospital 

grotonds;  adequate  at  the  present  time. 


i 


■ 


' 


Employee a : 


One  female  Nurses  Nome 
hazard  in  that  it  has 


v/hieh  presents  a fire 
a central  wooden  opon 


stairway. 

Kale  Nurses:  Separate  hone  adequate  for  present 
needs. 

Some  attendants  are  housed  in  patients*  build- 
ings. 

There  is  a separate  Male  employees  building, 
also  a separate  building  Tor  Female  employees. 


MAINTENANCES 


Plumbing: 


hiring; 

General; 


Satisfactory. 

Satisfactory. 

General  Maintenance  rood. 


Fire  Protection; 


Hospital  and  municipal  fire  departments 
adequate  at  pro sent  time.  Fifty  pounds 
pressuro  at  fire  fighting  apparatus. 


NEEDS: 


Urgent : 1.  Reconstruction  in  Female  Nurses  Home  and  additional 
fire  exits,  eliminating  present  fire  hazard  as  it 
now  exists. 

2.  Fireproofing  and  modernization  of  heating  system  in 
main  block  building.  Throughout  the  entire  main 
block  building  many  fire  hazards  are  inherent  in 
the  construction  existant.  Attention  has  been 
called  to  these  for  many  years  and  tentative  pro- 
jects considered  without  subsequent  action.  The 
present  hot  air  system  of  heating  is  entirely  in- 
adequate, -unsatisfactory  and  inefficient  and  con- 
tributes in  major  part  to  existing  fire  hazards. 
Adequate  H reproofing  of  this  building  and  conver- 
sion of  heating  systom  to  a direct  method  is 
suggested. 

3.  It  is  suggested  that  consideration  be  given  to  tho 
Farm  Department  of  this  institution  Inasmuch  as  it 
seems  to  be  located  very  close  to  the  hospital 
buildings  and  crowded  together.  A thorough  study 
of  this  situation  will  shot;  that  a calf  and  mater- 
nity bam  is  needed,  as  well  as  tho  construction 
of  a new  piggery  and  hennery  building.  The  pres- 
ent sifeufation  is  not  compatible  v/ith  good  farming 


in  an  efficient  and  economical  manner  and  pre- 
sents a problem  to  the  administration  of  this 
institution* 

Present:  Inasmuch  as  this  hospital  presents  very  little 

overcrowding,  no  present  hazards  exist  insofar 
as  housing  is  concerned.  If  this  institution 
is  to  be  developed  to  three  thousand  patients, 
the  following  buildings  will  have  to  be  taken 
into  consideration: 


1.  Admission  Building,  capacity  150  patients, 
both  male  and  female. 

2.  The  present  chapel  and  auditorium  can  bo  con- 
sidered as  rather  hazardous  insofar  as  fire  is 
concerned.  The  institution  has  suggested  that 

a combined  auditorium,  chapel  and  gymnasium  be  built.  At 
the  present  tine  the  chapel  and  auditorium  is  on  the  fourth 
floor  of  the  Administration  building.  Although  the  capacity 
of  the  building  is  600,  fire  hazards  and  the  distance  from 
ground  level  has  caused  the  Department  of  Labor  and  Industry 
to  condemn  it  and  limit  the  total  service  for  movies  to  300 
patients.  The  building  of  a combined  auditorium,  chapel  and 
gymnasium  should  be  considered. 

3.  Construction  of  a new  central  kitchen  and  dining 
room  for  main  block  building.  The  existing  central  kitchen 
facilities  and  dining  room  for  employees  are  entirely  inade- 
quate for  the  present  population  and  will  be  comph  tely  over- 
loaded with  any  increase.  It  is  suggested  and  planned  that 

in  the  area  formerly  occupied  by  the  burned  down  laundry  build- 
ing, a new  kitchen,  bakery  and  congregate  dining  room  and 
associated  dining  rooms  for  employees  be  erected.  In  this 
same  building,  in  the  basement,  sorely  needed  storeroom 
facilities  should  also  be  incorporated. 


Future : 


1.  Two  disturbed  patient  buildings,  capacity  125  bods 
each. 

2.  One  continued  care  building,  capacity  200  beds. 

3.  Staff  housing  or  physicians  cottages. 

4.  Greenhouse  or  propagating  house. 

5.  Superintendent 1 2 3 4 5 6 s home. 

6.  A study  of  related  facilities  such  as  heating, 
water  supply,  electrical  facilities  and  addition 
of  equipment  to  the  laundry. 
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OOMKEHTSs 


I 


Danville,  because  of  its  central  location  in 
the  state,  may  be  called  on  in  the  future  to 
establish  a childrens  unit,  thus  providing 
three  units:  one  in  the  west,  one  in  the  oast, 
and  one  in  the  central  part  of  the  state.  The 
exact  character  and  the  future  construction, 
will  be  dependent  upon  hospital  districts  and 
determinations,  but  with  the  addition  of  the 
buildings  mentioned,  a well-rounded  out  program 
can  be  devaiojjed. 


T 


c 


E!!BRId.VILLE  STATE  HOSPITAL 


Authorized:  1341.  Opened:  1341. 

?,oard  of  Trustees: 

1.  Harvey  M.  Thomas 

2.  George  D.  Baldwin 

3.  Mary  2.  Oawt'rop 
4*  John  V. . T.att 

5*  T)  onas  p.  Harney 

6.  Harriet  G«  Bowman 

7.  Howard  r.  day 
0.  W.  Perry  Tyson 

Present  District; 

Counties : Chester. 

Population  of  District:  135,626,  Area  of  district:  730  square  rules, 

Total  property  Value:  — - 

Population  of  Hospital  - June  1st:  327. 

Department  Hated  Capacity:  343. 

Overcrowding:  None , 

Gozieral  Statement : In  ood  fanning  country,  remote  fro:.;  town, 

seven  miles  to  \ est  Chester.  Buildin  s are 
old  or  in  poor  repair,  badly  located  on 
terrain  not  adapted  to  satisfactory  development • 

UTILITIES: 

Eater  Supply:  Inadequate  and  unsafe. 

Sewape:  Inadequate  disposal  plant. 


Power  & Light : Antiquated  po,,er  plant,  incapable  o ; t vp  an  si  on 

Laundry:  Inadequate, in  basement  of  patient  building. 
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dihuaru  r.Ti?Airrr:;^: 

Kitchen  r Ina  deque,  te  • 

He fr  1 go i»at ion : Very  Inadequate* 

Dining  Rooms:  Overcrowded. 

pacihitt  euiiuihgs: 

One  building  on  modified  Hirkbrida  plan. 

Housing : 

Staff: 

Superintendent : Part  of  Nurses*  Rome. 

Physicians:  No  houses. 

Employees : On  wards;  al toe ether  inadequate. 

% 

HAiirTbi.AiTc:,: 

Plumbings  Poor. 
general:  Poor. 

Tiro  Protection:  ^^satisfactory  water  pressure  and  muiiic.t  uil 

fire  department  too  fur  away. 

kukps: 

Urgent : Correct  water  supply. 

Repair  buildings,  roofs,  etc. 

Present:  Recommend  abandonment.  I re son t structures  hardly 

worth  repairing  and  would  not  fit  into  modern 
hospital  plan. 


t 
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FARVIBW 

STATS - BDSPIDAL 

Authorised:  1905* 

Opened: 

Board 

of  Drustoecs 

Address 

1* 

Charles  II.  Alney 

Sew  Rilford 

2* 

D*  A*  half© 

LaAnna 

3* 

Asa  3.  Rartin 

Rilford 

4* 

L*  A*  Rowell 

Iloncadalo 

C* 

hdound  B*  lewis 

Scranton 

6. 

he  Roy  Dangler 

Mt*  Pocono, 

7* 

Edward  A*  Ilatz 

Ronesdale 

0. 

diaries  lames 

Carbondale 

9. 

dll lien  Stratford 

Forest  City 

Present  Districts 


1012. 


R.D. 


Coimties:  Entire  State* 

Population  of  * .strict;  9,900,130*  . . 

Dotal  Property  Values  03, 260,420, 

Population  of  Hospital  ° June  1:  t:  1050 


roa  of  ictrlct:  45,045  sq.nl, 


Departnent  Rated  Capacity;  853.  Overcrowding:  206. 

General  Sta tenants  Hoar  the  summit  of  Kooslc  Fountain,  one  : die 

from  haynart,  Wayne  County.  Entrance  to 
hospital  grounds  on  11*3*  Route  So*  G.  Insti- 
tution sits  at  the  top  of  a iiountaln.  Move- 
tion  194G  feet* 

UTILITIES: 

later  Supply:  Private*  Source  is  !Io*  7 pond,  artesian  uoll 

and  springs*  Sane  is  not  adequate  in  extremely 
dry  wo  a tiier* 

Sewage s Adequate • Institution  has  ifce  own  sows  go  disposul 
plant  which  is  new*  Condition  is  excellent*  lias 
capacity  Tor  2000  Individuals* 

Power  fc  Lights  Institution  generates  Its  own  power,  which 

la  I>*C.  there  are  4 generators  — GO,  7G, 

100  and  15C  K.l  *,  respectively* 


% 


Laundry;  Adequate*  Addition  can  bo  • ado  for  further 
construction* 

Storage  Facilities;  Adequate.  Central  storoi^oons  1 oca  tod  in 

basements  of  ward  Buildings  V7  and  X. 

Mechanic &1  Shops:  Adequate*  Could  be  located  In  tlie  now 

Industrial  Building,  when  and  if  sane  is 
b .ill  t * 


DIETAHY  DEPARTT.75ST1 


Eitciion;  One  central  kitchen  which  prepares  food  for  patient 
population*  Same  is  adequate,  however,  food  pre- 
paration space  Is  limited  end  addition  should  bo 
con  temp  1 a tod* 


Hefric  oration:  Inadequate*  However,  new  refrigeration  plant 

was  built  in  1058* 

dining  Booms;  Throe  congregate  dining  rooms,  one  of  which  Is 

cafeteria-style,  and  the  other  two  can  be  con- 
verted into  a cafeteria  arrangement  at  a later 
date  at  very  little  expense* 


pati nre  BUiLDinas;  • M 

Idols s ion  Unit;  Hon©.  Patients  are  usually  admitted  diroctly 

to  various  words. 

lospltal:  One.  newly  constructed  in  1938*  Adequate  for 

patient  population* 

Pis  turbo  d Units;  One,  which  is  'mown  as  ” J”  Building*  Hot 

fully  equipped  as  such* 

Tuherculo a I s Uni t ; One  building,  fireproof,  one-story,  brick. 

^ Facilities  aro  not  adequate,  mid  nn  addi- 
tion con  be  nado  to  tills  building  for  the 
treatment  of  institution’s  tubercular 
patients. 

Infirmary;  One  building,  having  a capacity  of  about  28  patients* 

Continued  Caro  Unit;  Adequate  for  present  population* 


Isolation; 


Hone* 
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Adnlni  strati  on  Building?  Ono  two-story  brick  building*  First 

floor  contains  administrative  off! coo 
and  second  floor  is  dovotod  to  apart- 
non  to  and  rooms  for  fcho  personnel* 

Tills  building  was  constructed  1931* 

hocroatlomi  a Occupational  Buildings ; ono  auditorium;  capa- 

^ 1 " ' * Adequate  for  the  pros  on  t 

population.  0.?.  groups  are  locatod 
in  two  basements  of  the  ward  buildings* 
Ho  library  facilities  for  patients* 


HQUnibG: 

Gtaff? 


S uperlntondont 8 


T*w  Superintendent's  house,  which  is  con- 
strue tod  of  brick,  is  adequate  in  si so 
and  arrai igeoe nt  * 


hy si clans;  Two  homos  for  physicians  at  present,  which 
arc  adequate  at  to  also  and  arrangement* 


Employees ; Two-story  brick,  fireproof  building,  con- 

structed in  1338#  Capacity  - 104  employees* 
Modem,  well-canstructod  and  sufficient  for 
the  present  needs  of  the  institution* 


HAtHTEHAKCEt 


Plumbing: 


Satisfactory* 


■ -Iring: 


Satisfactory  In  all  buildings  except  bards  D,  G, 
II,  J,  and  F* 


Fire  Protection? 


Fire  linos  proa sure  GO  to  135  lbs*  Municipal 
departments  adequate* 


HEEDS: 

Urnonts  This  institution  lias  its  own  water  works,  which  is 
in  i ood  condition,  but  for  the  past  two  summers, 
there  has  boon  a scarcity  in  the  sourco  of  supply* 

A study  should  bo  made  by  a competent  person  or  group, 
with  a view  to  acquiring  an  additional  source  of  supply* 


Pro  sent: 


Futures 


C0K!£EET3* 


1.  Present  facilities  of  the  hospital  should  bo 
inprovod  by  remodeling  dining  rooms , known  as 
K-l  and  K-2,  to  cafeteria  oorvlco.  Install 
rofri go ration  and  freezing  system  and  on largo 
present  plant.  Cliango  vegetable  preparation 
room  to  the  building  now  used  as  a bakery. 

2*  Construction  of  a bakery# 

3.  Add  wing  to  Tuberculosis  Building. 

Construction  of  bard  S,  which  will  complete  the 
block  plan  of  tills  institution  as  developed  in 
1333. 


This  institution  was  originally  planned  for  a popu- 
lation of  500*  Since  that  time,  it  lias  ozpandod 
to  almost  1100.  This  additional  ezpcnsion  lias 
been  token  care  of  by  die  construction  of  bards  II , 
P,  Qt  X and  the  hospital  building  Imown  as  H. 

The  hospital  has  a population  which  1c  known  uc  the 
criminally  Insane,  Incan©  convicts  and  civil  casos, 
these  being  patients  who  are  committed  by  court 
from  other  institutions.  The  topography  of  the 
land  on  which  the  hospital  Is  located  does  not  lend 
itself  to  the  enlargement  of  the  Institution  to 
over  1500  patients.  8ken  this  institution  roaches 
a population  of  1500,  some  consideration  should  bo 
given  as  to  the  separation  of  the  criminally  insane 
from  the  insane  convicts,  end  the  construction  of 
a new  institution,  located  perhaps  in  the  control 
part  of  the  State,  wherein  would  be  housed  tiio  con- 
vict insane. 


HARRISBURG  STATS  HOSPITAL 


Authorized:  1045* 

Board  of  Trustoes: 

1*  William  C.  Freeman 
2#  Go ore©  W.  Roily 
3.  George  R*  Bailey 
4*  George  Lloyd 

5.  W.  P.  Dailey,  M • D • 

6.  Sponeor  G.  Hall  (*) 

7*  Mrs.  William  N.  Hardy 
3*  Mrs.  Leslie  McCreath 

(•»)  On  military  leave. 


Opened:  1051# 

Address 

Cornwall  - President 

Harrisburg  - Vico-President 

Harrisburg 

Mechanic sburg  - Secretary 

Steel ton 

Harrisburg 

Harri sburg 

Harrisburg 


Present  District: 


Counties:  Adams  Franklin 

Bedford  Fulton 

Cumberland  Huntingdon 
Daup&ln  Juniata 


Lancaster 

Mifflin 

Perry 

York 


Population  of  District:  926,452.  Area  of  District:  7930  sq.m!. 
Total  Property  Value:  $3, 930, 000.  (Exclusive  of  G.S.A.) 

Population  of  Hospital  - June  1st:  2425. 


Department  Rated  Capacity:  2019. 


Overcrowding:  406. 

General  Statement:  Located  on  edge  of  city  of  Harrisburg,  on  on 

elevation  of  land,  aurroundod  by  suburban 
developments.  Possibilities  of  saticfrxtory 
expansion  on  present  site,  limited.  Expansion 
of  city  around  hospital  makos  expansion  loss 
desirable. 


UTILITIES: 

Water  Supply:  Municipal  supply;  adequate;  good  pressure. 

Requires  no  reservoirs.  No  limit  to  expansion. 

Go wage : City  linos  capable  of  indefinite  expansion. 


( 


I 


( 
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Power  L Light:  Self  produced.  ITeie  power  plant  operating 

1 ' ' - - - under  present  capacity  and  capable  of  at 

least  SO*  e :r.  an  ai  on  • 

Laundry:  Adequate  in  else  for  expansion  to  3GCC  patients, 

although  requiring  additional  equipment. 

Stora  o Facilities:  Adequate  but  not  concentrate d# 

Iiechanicnl  Shops;  Inadequate,  11s tributed  tlpru  basements. 


131 ET ARY  Dt AAR?! -KIT: 

Kitchen:  Hew  dietary  building  adequate  for  pi’osent  load  and 

capable  of  riders to  expansion# 

Adequate  for  present  load  but  inefficiently 

oe  slpiCd. 

Ono  largo  cafeteria  for  50, ' of  patient  popula- 
tion. Seven  wore  dinin  rooms  can  bo  reduced 
by  installation  of  cafeterias. 

FAT I DPT  DUI'PIbGS: 

Admission  Unit:  Two  small  ward  bui 1 nines  with  capacity  of  5C 

each#  Inadequate  and  unsatisfactory. 

Hospital:  Lodero;  30-bed;  well-equipped.  Adequate  for  popu- 

lation up  to  3000# 

Disturbed  Units:  Old  built  poorly  designed  and  equipped# 

Tuberculosis  Unit:  Adequate  for  expansion  up  to  5000;  '..oil- 

equipped.  At  present  only  GO;  usod  because 
of  personnel  shortage. 

Infirmary:  Older  building;  2 story;  largo  wards;  reasonably 

adequate# 

Continued  Gore:  Old  bull din  s (30  to  SC  ye  rs),  need  more  varG 

construction.  ..ords  9 and  1C,  Dale  and  female, 
over  GO  years  old  and  furnish  fir©  hazard. 


Ref ri  '©rat ion : 

■ « ■ ■■  ■ aminm  m.-m ..m* 

® Pining  .loons: 


Uo 


Isolation: 


satisfactory  provision 


Administration  Building : Fifty  year.';  ol  i but  reasonably 

adequate) • Contains  II vi ng  quarters 
for  superintendent  and  physicians* 

Recreational  h Occupational  buildings;  Cliapol  capacity  45C; 

Inadequate*  Should 
he  replaced  by  modern  recreational 
building. 


II0USI1IG: 

Staff: 

Superintendent : Apartment  on  third  floor  of  Administration 

Building*  Should  have  home* 

Physicians?  dour  hones  of  recent  and  adequate  c on struct ion • 

Others  inadequate  one  and  two  room  apartments* 

Others:  Houses  for  farm  employees  adequate*  Farm  manager* a 

house  too  snail. 

Lnployees : home  living  on  wards.  Rooms  in  Employee 9 a u tid- 

ing too  snail,  Ifo  adequate  provision  dor  married 

couples. 


HAISThHASGS? 


Plumbing: 

mm  <m  wwwmb  m il 


General : 


Well-maintained.  Heating  system  in 
needs  revamping. 

Buildings  partially  rewired;  fixtures 
inadequate* 

Average,  outside  pai&ting  and  floors 


older  buildings 
: antiquated  and 
nood  attention* 


Pi.ro  Protection 


City  of  Harrisburg;  adequate;  good  fire  loop 
with  35  lb.  pressure* 


HSCSSi 


TTrcer.t: 

presents 


Future: 


COMMENTS: 


Rewiring  several  buildincs. 

Two  additional  buiiilr  s for  care  of  acutely  disturbed. 
Admission  unit, 
lasteurization  plant. 

Industrial  Building. 

dupe r in tondent  and  staff  bouses. 

Enlargement  of  recreational  building* 

Row  Employees  buildings.  Present  ones  to  be  used 

for  convalescent  patients. 

Ad 'it ions  to  Infirmary  wards. 

Ho local ion  of  laboratory.  • 
bilk  room  at  dairy  bam. 


Tliis  institution  has  auxiliary  facilities  which 
can  take  additional  load.  at or  and  sowao 

capable  of  indefinite  oxpansion.  Terr air  docs 

not  lend  itself  to  on y considerab  le  hull  ling 
progran  end  value  of  suburban  lands  restricts 
farm  expansion. 


IIOL LIDAYSBURG  STATU  HOSPITAL 


Authorized:  Opened : As  state  Institution,  1041# 

Board  of  Trustees:  Hone. 


present  District: 


Counties:  Blair  county. 

Population  of  District:  140,350.  Area  of  District:  530  sq.  si. 

Total  Property  Value:  $450,000  approx ima  ely. 

Population  of  Hospital  - Juno  lot:  343. 

Department  Bated  Capacity:  255. 

Overcrowding : 88. 

General  Statement:  Hospital  located  a idle  from  town  of 

Ho 111 day sbur g • Good  access  by  road. 

Terrain  hilly  country,  Pair  farming  land, 
presents  soste  problems  of  building  locution 
because  of  hills. 

UTTLXTIBS: 

later  Supply:  Private  and  municipal.  Private  supply  inadequate. 

Water  linos  badly  deteriorated.  Public  supply 
from  Altoona  City  satisfactory. 

be  wage : Empties  in  liollidaysburg  sower.  Adequate  for  prosent 

needs  and  moderate  expansion. 

Power  & Light:  Heating  plant  inadequate  and  in  poor  condition. 

Haxinum  pressure  80  lbs.  Hand  fired.  Buy 
current  from  public  utility. 

Laundry : Handles  present  load;  could  not  expand  work  materially. 

Storage  Facilities:  Poor,  scattered. 

Mechanical  Shops:  Inadequate. 


PISTAgy  PEPAHTBCHT: 


Kitchen;  Adequate  for  present  load;  capablo  of  10'/  expansion. 

Hef rl  .oration : Inadequate . 

Dining  Moons : Adequate  for  present  needs  and  in  good  condition* 


PATITST  BUILDIHGS; 


Admission  Unit:  Only  one  building  rhero  all  types  of  patients, 

including  infirmary  and  tuberculous  patients 
are  kept# 

Recreational  & Occupational  Buildings:  Poorly  located  audi- 

torium on  second  floor 
with  unsatisfactory  exits.  Adequate  only 
for  present  needs. 


HOUSIIia: 

Staff: 


Superintendent : Inadequate  apartment  in  Main  bull  tin;  *, 

second  floor. 

Physicians:  Snail  apartment  on  third  floor. 

Imployoes : Housed  in  unsatisfactory  franc  building# 

unattractive. 


MAI  nrEXTArcu : 

Plumbing:  Fair  to  pool'*. 

Wlri ng:  Ant iquate  d. 

General : Fair  to  poor# 

Fire  Protection:  Connection  with  municipal  companies. 


IS2SDS: 


Urgonfc ; 
Present: 


Future : 


GQffiSE&SSi 


Better  housing  for  employees. 

Hew  heating  plant. 

purchase  of  County  Horn©  property. 

Construction  to  care  for  at  least  70C  additional 
patients.  Should  include  Admission  Building; 
Hospital  Infirmary  with  tuberculosis  isolation 
wards.  Removal  and  hotter  construction  of  boms. 
Hew  and  enlarged  auxiliary  facilities:  laundry, 
bakery,  storage,  etc. 

Hound  out  to  a 1500  bed  hospital,  with  full  treat- 
ment and  care  facilities. 


Present  main  building  is  of  value  but  requires  ox- 
tensive  repairs.  Rest  of  property  lias  little  in- 
trinsic value  except  for  temporary  use.  Unable 
to  give  more  than  fair  custodial  care  at  present. 

If  It  is  to  be  kept,  should  be  rapidly  built  into 
an  efficient  unit  for  1500  patients  with  all  facili- 
ties available.  location  makes  possible  development 
of  a district  cutting  down  size  of  Warren,  XxnvLlle 
and  Harrisburg  Districts  and  relief  to  Torrance. 


MAYVTCW  STATIC  HOSPITAL 


Authorized: 


Opened:  Operation  by  Loot.  of 

Welfare:  1041. 


Board  of  Trustees: 


Address 


1*  lira*  Enoch  Hauh 
2m  Hi  so  Hay  hoi  my 
3*  Hr.  Ralph  I>.  Hoffman 
4.  Dr*  John  P*  Henry 
5*  Albert  0*  Raufmsnn 
G.  bill ion  V*  Swearingen 
7.  Robert  IT*  .ado  11 
B*  Ralph  \v.  Peacock 
9*  Janes  P*  LfcCuno 


Pittsburgh 

Pittsburgh 

Carnegie 

Pittsburgh 

Pittsburgh  (Brentwood) 

Oakdale 

Pittsburgh 

Washington 

Hllsworth 


Present  District:  City  of  Pittsburgh* 

Population  of  District:  671,659.  Area  of  District;  565  sq.ni. 

Total  Property  Value:  *9,000,0  0. 

Population  of  Hospital  - June  1st:  3005;  on  parole  - 213. 

Department  Rated  Capacity:  2232. 

Overcrowding:  33f!  or  773* 

General  Otatersont:  Situated  about  13  ailes  fron  the  city  of 

Pittsburgh.  Formerly  Pittsburgh  City  Iloilo 
and  Hospital;  some  indigent  City  pationts 
still  occupy  buildings, and  facilities  of  the  two  hospitals  are 
confused*  Tills  hospital  lias  acquired  an  unenviable  reputation 
in  this  area  as  a "poor  house."  In  recent  yearr  the  quality 
of  care  has  deteriorated  and  the  1943-44  personnel  shorts  e 
has  added  to  the  burden. 

UTILITIES: 

hater  Supply:  South  Pittsburgh  -ator  Co.  Supplies  1,500,00:. 

gallon  reservoir. 

; owago : Many  sewers  overloaded,  too  snail,  condition  poor. 

ITo  disposal  plant,  sewers  4ntor  into  Chart  loro  Creek. 


Power  & Light : 3 tghteen  hot  water  generators;  originally 

stone-lined;  lining  should  be  repaired  or 
re lined.  Two  300  KVA  power  generators,  AC, 
in  good  condition.  Generate  own  electricity  with  emer- 
gency connection  to  West  Penn  Power  Co.  - adequate. 

Ground  lighting  system  adequate.  Pour  boilers  of  which 
three  are  in  good  condition.  Generally  inadequate. 

Laundry;  Adequate,  local  repairs  necessary. 

Storage  Facilities;  One  warehouse  building.  Inadequate  (?). 

Kochanical  Shops;  Located  in  basement  of  ward  buildings, 

blacksmith  in  power  plant. 


DIETARY  EE  FARTHEST: 


Kitchen;  Thirteen  serving  kitchens.  All  food  is  prepared 
In  main  kitchen  and  distributed.  Inadequate  mid 
unsatisfactory*  Poor  distribution  method. 

Ref rigerati on ; 65  ton  capacity  in  main  refrigeration  plant. 

Adequate. 

Dining  Rooms;  Seven  congregate  and  two  ward  dining  rooms; 

all  inadequate. 


PATH  IT  BUILDINGS; 

Admission  Unit;  Two  - male  133,  female  114.  Reinforced 

concrete  and  brick. 


Hospital;  !lo  separate  buildings*  bards  on  which  senile 
and  medical- surgical  cases  are  mixed. 

bis  turbo  d Units;  Two  - male  3G1,  female  052.  Reinforced 

concrete  and  brick. 

Tube re nio sis  Un 1 1 : Patients  are  transferred  to  nearby 

Woodville  State  Hospital. 

Infirmary;  Two  - rial©  232,  female  20D.  Si  eet-Iron  buildings. 


Continued  Cape  Unit;  Two,  far  working  patients.  Hale  454, 

female  307 • Brick, 

Admlnl  strati  on  Building : Ho  separate  building. 

Recreational  £ Occnpauiorial  Buildings:  one  brick  building, 

with  capacity  of  50 
patients,  not  adequate 

four  rooms  for  occupational  and  Industrial  therapy,  off 
wards.  Library  for  patients,  6000  volun.es.  In  City  Bldg. 
Three  recreation  buildings  with  total  capacity  of  1750. 

Two  auditor  tuns,  capacity  750  und  500,  located  In  City  ldg 


KOUSIKGs 

Staff: 

Supe rln tendon t : House;  adequate. 

Physicians:  Hive  homes  and  two  apartments.  Irxsuf Helen  t 

number  If  stuff  were  filled. 

Others : Steel  and  brick  buildings  for  nurses  and  attendants 

Theso  would  bo  insufficient  if  all  positions  were 
filled  and  employees  were  living  on  the  rounds. 


HAIHTHKAIfCE: 


Plumbing:  In  poor  condition. 

Hiring:  In  poor  condition. 


General:  Qverli&ullng  necessary. 


Fire  Protection:  Alarm  system  adequate.  Portable  fire  ex- 

tinguishers in  i ood  condition.  .‘ire 
comx>uny  located  on  grounds  - monthly  pay- 
ment to  City  for  service.  Two  stool  firo 
escapes  and  two  fire  towers. 

EPS: 

Urgent:  Correction  of  faulty  maintenance  items;  including 

dietary  needs. 

Acquisition  of  all  city  property. 


Enlargement  of  ki tchen  facilities* 


Fro sent: 


Future : 


cog&mess 


Replacement  of  B-l  and  S-l:  three  story  non- 
Tire  insistent  buildings. 

Admission  building* 

Replace  temporary  sheet  iron  infirmary  buildin.  s. 
AdninI str&ticn  Bull din  '• 


Indus tri al  bui Idlng* 

Recreation  Building  with  auditorium. 


The  fundamental  need  is  the  acquisition  of  the  city 
property*  This  will  provide  hospital  end  some  in- 
firmary facilities*  Sufficient  quarters  for  em- 
ployees and  room  for  100  continued  care  eases* 

?upe rcu 1 o e i s cases  should  bo  transferred  to  oodvillo* 
V.oodville  * a surgery  should  be  done  at  hay  view  when 
hospital  building  is  required* 
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::C3FITAL 


Au  Uiori  zod  ? 137  6 • 


Opened:  1300* 


% 


hoard  of  rrustoos? 


' ddreas: 


1.  E.  L,  ‘rendlingep 

2,  Hillip  I,.  Corson 

3*  Mrs.  Rhode  k.  crooks 
4*  Miss  Kancy  • 171  g'dloy 
5*  tlllcin  Y*  Ihmnberger 
6*  Mica  Lather  M*  lea 
7#  George  • Miller,  ?*,b* 
Q#  Georgo  B*  ?&e snore 


Norristown 


Norwood 

Norri ©town 
louder ton 
Philadelphia 
Ho rr Is  town 
Oxford 


Froaont  Ml strict! 

Counties;  Bucks  (southern  half) 

Delaware 

Montgomery 


?oi?ulatlon  of  district;  655,860*  dreu  of  Is '.riot:  377 
Total  Property  Value:  35,053, 544*26  ( cos i; ) * 


Population  of  Ilosylt&l  - Juno  1st:  4381 


Departnent  Rated  Capacity:  5353 

Overcrowding  : 523 


General  Sta tenant?  dntranc©  to  the  hospital  grounds  are  from 

Gtanbrldge  B treat  In  the  borough  of  1. orris- 
town,  Montgomery  County*  Tho  roater  part 
of  the  hospital  rounds  is  In  Morristown 
Township,  tind  the  location  of  the  hospital 
is  in  the  Philadelphia  retropolltan  are* , which  is  one  of 
the  most  rapidly  growln£.  regions  of  Pennsylvania.  The 
land  is  for  the  most  pax't  of  tho  rolling  type,  end  no 
special  points  are  to  be  emphasised,  except  that  it  is  in 
conformity  \ ith  the  rest  o tho  ro  ion, 

UTILITIES! 


Both  public  and  private,  the  privo  o aouroo 
being  artesian  wo 11 a which  are  located  on  tho 
hospital  property,  and  the  public  supply  coning 
from  tho  Morristown  ftfcbor  Company*  * The  water 


% 


v.;ator  Supply! 
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la  distributed  to  the  institution  through 
pipes  of  various  eIzob  from  tho  institutional 
reservoir.  It  Is  adequate  and  is  a safe 
supply  of  water* 

be wage : Hi©  sobers  of  tills  Institution  are  inadequate ; they 

are  in  fair  con  lit  ion#  The  institution  has  no  oew- 
aye  disposal  plant  of  2te  own,  the  sswat ;e  beiii^.  con- 
ducted directly  to  tho  sewer  system  of  l.oiristown,  at 
the  comer  of  ‘ tenor id ye  and  Sterri  e .tracts.  1 . o 
lines  of  that  system  are  rot  sufficient  in  sice  to 
permit  the  discharge  into  them  of  sewn  o fron  any 
further  building  construction*  Therefore,  either 
the  lines  of  that  system  must  be  onlar  od,  or  the 
hospital  must  install  ct  sewage  dicnocal  plant*  At 
the  present  tho  hospital  pays  the  Borough  o: 

Norristown  ap  proximo  cly  ;4,700  per  yoar  for  sewa  o 
disposal* 


Power  & ilghts  At  the  present  t:i  a,  the  Institution  onoratea 

most  of  its  own  power.  It  does  buy  son©  fron 
tho  hile. elphla  llec  ric  Company.  A*’*  ie 
used,  and  the  institutional  supply  is  adequate 
Two  100  H*P.  * oilers  were  installed  in  lrJ36. 
Two  400  H#P.  boilers  still  exist,  which  are 
not  In  an  operable  condition,  depairs  sufici 
ent  to  permit  their  operation  for  a l&ndby  pur- 
poses will  cost  « mroxiraa . oly  ;40»000* 

Laundry:  Adequate  as  to  present  needs,  iialargemont  of  tho 

institution  will  of  necessity  mean  tho  r tion  of 
new  equipment*  How  2400  volt  feed  line  noodod  to 
supply  laundry* 

dbrago  F ac II btlos Toed  a contrallsod  warehouse;  present 

building  not  deal  ned  for  that  purpose* 

l lo chan ic e 1 01  top s : Scattered  throu  h various  base: lenta  of 

bull din'  s,  leading  to  Inefficient  opera- 
tion. Should  be  ore  centralized. 


ITTAdY  TTPAP'T-drrs 


Kitchen:  One  main  kitchen  feeding  4400  patients  which  is 

inadequate  for  present  needs.  Heeds  revamping 
and  addition  if  construction  is  followed. 


Hof rlyo rat Ions  Inadequate.  Major  refri  oration  plant  de- 
teriorated and  obsolete.  Kitchen  refrigera- 
tion inadequate  and  v/ill  neod  replacement. 


Plain;  Roans:  Facilities  are  adc  uate.  4 congregate  dining 

rooms,  end  a cafe tor la  Tor  n&le  workin.  patient  a* 
These  can  bo  expanded  for  so;*-  additional  load* 


pat: 


if . 


UUILDIR 


a 

a 


Adoi  se  1 on  *Jni  t : 


One  brick,  f our- story  building*  Capacity  — 

7b  male  and  7b  female  patients:  total  capacity 
150*  It  is  new,  but  rather  era  .pod  in  stylo* 


uoepltal:  bone* 

bis turbo d Units:  Two  buildin  s,  trick,  t^o-story*  Capacity: 

""  " 1 ’ 157  male  and  332  female* 

Tuberculo  :s  J n 1 1 : Two  brick,  one-story  bulldln  s.  Capacity : 

' 1 72  male  end  CO  Tonal e* 


Continued  Cu.  c b'nil;  10  buildings  which  arc  brick,  ,■  vie -story 

and  two- story  arrange  ents*  five  a o 

buildings  were  for  the  moat  part  con- 
structed in  1373  and  1370*  I: any  of  then 
nood  renovation  and  i.any  should  ,u  rased* 


Adnini s trat ion  Bulldln  q : Inadequate,  Hospital  Is  greatly 

handicapped  by  limited  office  apace, 
and  the  interior  should  be  recon- 
structed* 


Recreational  L Occupational  ulldln  s : 


One  large  auiitoriut  , 

adequate  for  present 
needs*  y.iylit  *b* 
Chops,  located  In  four 
wards.  One  patient’s 
library* 


HOUSIKG: 


Staff: 


Sup o r in t o ado nt : superintendent • a home  is  adequate.  bouse 

is  separate  from  institution,  and  is  lo- 
cated on  the  hospital  grounds* 


Physicians:  No  building  designed  'or  the  1:  ivrln  of 

physicians  v?as  over  constructed  at  this 
institution* 


Others*  Apartments  for  &< mini e tra  t i ve  ate  ■*  scattered 
throughou  t the  various  bull  din  r. 

Employee*:  fliers  is  no  female  or  -.ale  irsen*  nor.;-  • r.c 
residing  at  the  hospital  now  live  In  buildings 
meant  for  attendants*  '©male  attendants1  bull'  lng 
is  brick;  capacity  163*  Halo  attendants*  >uilding, 
brick;  capacity  165*  For  the  nos t part,  the  employ- 
ees* building*  are  inadequate  for  present  needs,  if 
all  employees  were  required  to  live  on  the  hospital 
ground** 


IIAIH’ThHAHC;;: 


Plumbing: 


The  plumbing  i#  the  old  cuildin  ? is  detorlori  tod 

and  needs  replacement* 


fflrlng;  Adeqa. ate  for  present  needs;  however,  it  is  ;ld 
and  needs  repair  in  various  buildings* 

Fir o fro t a c t i o: * : Tho  fire  alax*".  system.  is  urulependa  :lo * 

....  facilities  as  such  are  insufficient, 

and  institution  defends  largely  on  the 
municipal  fire  department*  Portable  .‘ire 
eactlnguisher®  aro  adequate* 

NEEDS: 


Urgent t Reoons traction  of  lull- lings  1,  0,  11  and  IF* 

Repair  of  building*  11  and- 12  is  essential,  be  cause 
the  footings  ox  these  buildings  is  settling  to  ouch 
a degree  that  the  building©  are  structural  hazards* 

The  interiors  of  building*  1 and  6 are  so  deteriorated 
that  complete  renovation  is  necessary*  V/liile  the 
exterior  walls  arc  in  fair  condition,  be  present 
building  line  is  ouch  that  it  will  not  permit  interior 
renovation  in  a manner  essential  for  the  .nodert  treat- 
ment of  mental  patl  nis* 

Present : Staff  bouses  — si-  cottages. 

Administration  Building 
Infirmary  or  Hospital  Building 
Nurses  * Home 
Staff  Apartments 
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future:  Chiefly  re  cone  traction  und  In.  rovouont  of  pro  l ant 

"l*w**^***  facilities  if  Philadclpiiia  talc  Hospital  absorbs 
its  load* 


COIiH  .ISTSi 

llorristown  Stats  Hospital  ..as  a Id.,  n decree  of  overcrowd- 
ing but  lias  a.  3**0:dLzmtoXy  2500  pat  lent  a be  Ion:  ir.  to  ihiladelpM' 
State  Hospital*  If  construction  is  rapidly  carried  forward  at 
Hiiladelplila  and  patients  are  brenef erred,  reconstruction  of 
pro  sunt  s end  the  cons  tr  on  of  an  Infirmary 

and  hospital,  will  largely  moat  patient  needs. 

Adainls fcraiive , staff  and  nursing  quarters  aro  mi  essential 

need. 

> 

Buildings  1,  3,  11,  end  12  are  sermons  fire  and  health 
hazards  and  should  00  replaced  1;  ^aediatody  or  rebuilt* 


t 


Philadelphia  s?/r.  norbiTAT. 


Authorized;  1938# 

Hoard  of  Trustees: 

1#  Hon#  George  A.  Williams 
2#  Louis  C#  S ping 
3#  George  L.  Alston 
4#  Head©  L«  Barr 
6#  Karl  D#  Bond,  I'.D# 

Present  31 strict; 

Counties:  Philadelphia# 

Population  of  district:  1,931,334# 
Total  Property  Value: 

Population  of  Hospital  - June  lat: 
'department  dated  Capacity: 
Overcrowding; 


Opened;  1930# 


Address 

Philadelphia 
Bristol 
Eddy ©tone 
Philadelphia 
Philadelphia 


Area  of  District:  135  sq#nl# 


511, 307,000.05 


6040# 

4523, 

1525. 


General  Statement : Philadelphia  County,  on  U#  • Highway  Route 

Ho#  1,  seventeen  miles  northeast  of  City  Hall# 

UTILITIES: 

. a ter  Gupply;  Municipal#  Ho  Halt# 

Beware ; Institution  own*  its  own  gom.  o disposal  plant 

which  Is  inadequate  and  * reatly  in  need  of  repair# 
Gioeharga  is  into  Foqueasing  Creek,  two  miles  above 
city  water  intake  at  Torresdalo#  Ho  future  e.. pen- 
sion car*  be  made  'unless  addition  is  made  to  this 
plant# 

Power  & Light:  All  power  is  purchased  from  the  Philadelphia 

Electric  Company#  Ho  limit#  Approximate 
rat©  f/  per  K*W# 


Laundry:  Two  plant©  inadequate  as  to  also  and  arrangement • 

At  the  present  time  approximately  140  tons  pass 


J 


■“V 


7* 


through  tli® bo  two  plants  per  month*  Hew  laundry 
has  been  designed  and  location  picked  for  sane* 

* 

St  or  are  Facilities?  Inadequate.  Central  warehouse  -lb 

t-**---**--*  needed# 

Mechanical  Shop®:  Located  In  one  group*  Adequate  .Cor 

' present  population* 


DlT.T/vRY  BBFAHTIlEHTi 

Kitchen?  Two  central  kitchen®  greatly  overcrowded*  Koro 
kitchen  space  urgently  needed. 

He fri-  oration?  Inadequate*  Scattered  throughout  various 

* buildings. 

Dining  Booms?  Female  side#  four  congregate  dining  roans 
■ J 1 ‘ inadequate  for  present  population*  Male 

side?  each  ward  building  has  its  ovai  dining 
room,  inadequate  for  present  population. 
j pining  room  space  urgently  needed* 


PATin.IT  rtTILPIMCL? 

t.l-jfifinrrji  “ii  . mrwrrir  "Dl  ■'  1 r \ 

Admission  Units  On  both  female  and  male  sides  the  hospital 

building  Is  used  as  the  Admission  ullding. 

One  admission  building  urgently  needed. 

Hospitals  One  located  on  Female  Side*  Capacity;  ^ nO* 

On©  located  on  Mai©  fide.  Capacity:  13o. 

Disturbed  Units?  Two  buildings  used  on  the  Female  Side  which 

aro  inadequate  and  not  built  for  this  typo 
patient.  On  Male  Side  one  buildin;  is  used, 
which  Is  inadequate  and  not  constructed  for 
this  type  patient.  One  Female  and  or.o  Halo 
Disturbed  building  urgently  coded* 

Tuberculosis  Units  One  building  known  aa  "G"  Building#  with 

capacity  of  133  patients.  It  is  inade- 
quate, poorly  constructed.  Hew  tubercu- 
losis unit  needed.  Infirmary,  one  on 
Male  and  one  on  Female  side,  which  is 
also  used  as  a hospital  unit. 

Infirmary:  One  on  Male  and  one  on  Female  Side  which  Is 

*“  also  used  as  a hospital  unit* 


Continued  Caro  Unit: 


One  new  building  known  as  S-l  for 
borkin  patients.  Capacity:  42U. 

Two  new  buildings  for  senile  patients. 
Capacity:  510  each.  Interior  of  the 
rest  of  buildings  is  In  dilapidated 
and  deteriorated  condition.  Large 
amount  of  repair  and  replacement 
necessary. 


Isolation:  None. 

Adnlnl et rat Ion  guild in;, : Located  on  the  Female  side,  two 

story  brick  building  which  houses 
all  administrative  officer.  Not 
adequate  for  present  use.  Con- 
struction of  a new  one  must  be  met 
in  the  future. 


Recreational  & occupational  Fundings:  Recreational  foe ill  ios 

very  r.ea.re.  Only  o no 
auditorium;  capacity 
200  patients;  fire 

hazard.  New  one  with  seating  capacity  of  2000 
needed.  Occupational  Therapy  scattered  In  various 
building @Z  hire  centralization  needed.  Industrial: 
One  industrial,  was  patients’  building,  converted 
rocently  for  this  purpose.  Adequate. 


HOUSING; 

Staff: 

Superintendent:  Occupies  home  on  hospital  rounds,  save 

being  new  and  adequate. 

physicians:  Boused  in  building  known  as  Staff  House, 

built  In  1034.  Condition  Is  good.  This 
building  is  broken  up  into  various  apart- 
ments and  should  be  usod  only  for  single 
physicians.  Nine  new  staff  houses  planned 
and  arc  on  paper.  Consideration  of  building 
of  e tine  should  be  given  after  war. 

Others : kale  attendants  housed  In  building  on  Hale  Side 

which  is  inadequate.  Female  attendants  and  nurses 
three  story  brick  building,  Female  fide,  condition 
good.  Needs  come  repairs.  Inadequate  for  future 
expansion  jf  institution. 


MAINTENANCE: 


plumbing:  Steam  linos  and  water  lines  on  female  side:  some 

are  fair;  some  good;  and  for  some  replacement  is 
urgently  needed,  Kale  Side:  some  buildings  need 
replacement  immediately;  others  fair, 

Wiring:  Cables  on  Male  Side  very  bad;  extremely  hazardous. 

Female  Side:  wiring  only  fair. 

General:  Maintenance  problem  as  a whole  at  this  institution 

is  one  that  can  be  considered  as  very  serious  and 
considerable  attention  must  be  paid  to  the  sane  In 
the  near  future. 

Fire  Protection:  City  Fire  Department  adequate.  Pressure 

of  fire  lines,  75  to  100  lbs. 


NEEDS: 

Urgent:  Construction  of  new  Dietary  Building  - 3000  patients 

Renovation  of  Refectory  Building,  Cottage  Group. 

Renovation  of  Female  Refoctory  Building,  originally 
built  to  handle  1000  patients,  now  serving  3400. 

Replacement  and  repair  of  steam  lines,  male  side. 

Passageway  to  N-6  and  N-7. 

Sewage  Disposal  Plant  Renovation  and  Addition. 

Tunnels  and  Services,  Storm  and  Sanitary  Sewers, 
Roads  and  Walks,  North  Group. 

Roadway  to  Workers1  Building,  Powerhouse,  Now  Garage 
Nurses*  Home,  and  Southampton  Road. 

Eot  Water  Service  to  Workers’  Building. 

Renewal  of  Staara  Return  tines.  Nurses  * -Attendants ' 
Home  and  Administration  Building. 


Proaont:  Addition  to  rower  riant,  Female  bide* 

Buildin.  Tor  tuberculous  patients  (540  capacity,  appr. ) 

building  Tor  male  disturbed  patients  (COO  capacity, appr* ) 

Building  for  female  disturbed  patients  (500  capacity, 
appr* ) 

Laundry  (70  lbs*  per  patient  per  month  or  550  tons 
per  month)# 

Warehouse 

Auditorium*  Seating  capacity,  2000  appr. 

Admission  Building  (capacity  524  appr*) 

Female  Nurses 1 Homo 

Kale  Burses1  and  Attendants*  Mono 

Addition  to  present  Nurses*  Home  and  conversion  to 
use  by  Tonal©  attendants*  BO  bed  addition*  Capacity 
2G0  appr*} 

Futures  Medical  and  Ourgicol  building,  capacity  300  appr* 

Therapy  Laboratory  building,  capacity  COO  appr* 
Administration  Building 

Continued  Care  Units  to  bring  up  to  10,000  capacity® 


CQMFr MTS; 

Institution  was  originally  owned  by  the  city  of  Philadelphia. 
and  was  taken  over  and  placed  under  State  operation  on  October 
23,  1953#  At  the  time  it  was  acquired  by  the  Cowmonwealth  of 
Pennsylvania  many  buildings  were  deteriorated,  were  what  1c 
known  as  '■  Tire -traps n and  constituted  a great  hazard#  In  build- 
ing this  institution,  no  attention  was  paid  to  functional  use 
and  material  was  used  that  should  never  have  been  placed  in  a 
aental  hospital* 

By  1941,  Just  before  the  present  building  program  started, 
this  hospital  showed  an  overcrowding  of  100^#  In  top tomb© r 
1941,  the  building  program  was  started  and  since  that  time  the 


-81- 


I 


Worker*  c Bull  line,  S-l  and  two  bull  dings  wherein  sen.Ho  patients 
arc  to  he  housed,  laiown  as  IT— G and  IJ-7,  }js.ve  been  completed* 

These  tliroo  buildings  have  a comfortable  capacity  of  1449  bo  do. 

Tho  addition  of  these  three  bull  din  a greatly  reduced  the  over- 
crowded condition  that  existed  at  thi.  institution*  However, 
there  is  still  exist ant  an  overcrowded  condition  that  is  hazard- 
ous and  one  that  will  have  to  be  remedied  in  the  very  near  future. 

Tho  buildings  in  the  central  group  on  the  feral o : ide  pre- 
sent a groat  problem  as  to  whet  should  actually  da  done  with 
then#  As  built,  they  do  not  contain  any  dry  room  spec©  and  for 
the  roost  part  aro  brick  walls  with  wooden  joists*  Those  build- 
ings will  have  to  be  completely  gutted  and  rebuilt  inside#  After 
being  finished  they  will  have  a comfortably  capacity  of  about 
75  each.  To  keep  thorn  would  only  give  a comfortable  capacity 
In  this  central  roup  of  about  1000  patients.  If  they  arc 
rased,  then  new  buildings  can  bo  constructed  which  will  give  a 
comfortable  c&pacit  of  about  2500  in  tho  sari©  space  of  ground* 

On  the  Mole  Side,  the  seme  problem  exists  in  that  tho  go 
buildings  will  have  to  be  completely  gutted  and  divided  up  by 
partitions  so  they  can  be  used  functionally.  It  is  tho  present 
% thought  of  the  administration  that  the  Male  bide  be  used  for  the 
continued  custodial  care  type  patient}  the  present  Fannie  ride, 
or  that  old©  west  of  the  Dculovard,  will  become  tho  active 
Integral  part  of  tho  hospital.  The  present  building  program 
and  tho  $lofc  plan,  as  made  up,  on  which  plan  the  new  bull  lings' 
vero  placed,  haa  carriod  this  thought  out  thus  far*  To  revamp 
at  tills  date  would  make  it  very  uncertain  for  the  future  as  to 
the  hospital* a functional  use* 

The  Committee  la  quite  committed  to  the  logic  of  n ton 
thousand  bed  institution  in  tho  hlladelphia  aro.  Hot  that 
that  number  is  approved  for  the  size  of  an  institution,  but 
that  it  realizes  this  would  be  tho  pationt  load  of  Philadelphia 
County  and  there  are  many  obstacles  lathe  way  of  multiplying 
hospitals  for  the  Philadelphia  district# 


i 


RETHI-AT  ST  AT:  " 2PIT/L 


Authorized: 


Acquired  by  State  Opened: 

in  1*941  • 


Board  of  Trustees:  Tone  appointed. 

Present  district: 


Counties:  Luseme. 


Population  of  district:  441,512.  Area  of  Pi  strict:  8D1  cq.r'd. 

Total  Property  Value:  $2 , 500 . 

Population  of  Hospital  ~ June  1st:  112C  - 11C  on  parole. 

Department  ^ated  Capacity:  1172. 

Overcrowdlnc:  Bone,  50  men  in  a wooden  bam. 


General  ''taterasnt:  An  isolated,  inaccessible,  narrow  strip  of 

land  a Ion  the  east  branch  of  the  Susquehanna 
0 River  with  a hillside  with  no  less  grade  than 

20  to  nearest  town,  Glen  Lyon,  by  a poor  road.  Hospital  Is 
approached  from  road.  Route  #11,  by  a primitive  ferry  or  raft 
inoperable  70  days  a year..  Pennsylvania  Railroad  &lony  hospital 
frontage  runs  one  train  to  Wilkos-Barre  at  5:15  i and.  one  dow: 
from  v,ilkes~3arre  at  10: 30  A.B.  He  bus  service.  Lnployeea 
practically  locked  in  vit..  adverse  of  feet  cn  labor  situation. 


Possibilities  are  construction  of  a bridge  or  a road  o\or  u.o 
hill  to  the  east  to  Glen  Lyon,  both  expensive. 


The  ground  available  for  hospital  expansion 
is  very  United,  but  would  be  relieved  by  moving  slaughter 
bouse,  canning  cepartaont  and  greenhouse  to  rest  side  of  : Ivor 
where  the  fax*n  of  only  34  tillable  acres  is  locatod. 


UTILITi:  S: 

Aster  Supply:  5 veils  to  reservoir  n:J  standpipe*  Capacity: 

300, OCC  callous.  Very  mrd  water.  Chlorinated. 
Inadequate  supply.  Daily  requirements  are 
350,000  sallons.  Reservoir  has  less  than  1 day’s  supply, 
hater  coots  v 10,000  per  year.  Water  is  the  most  vital  matter 
to  be  considered  in  the  future  of  tills  hospital*  1'oat 
practicable  plan  is  to  pipe  water  from  host  Uonticoko. 


V-i 


Sewage  * 


Direct  Into  river  through  wo  sower  lines, 
treatment* 


Wo 


Power  & Li;  jit : Luzon®  County  Electric  Corporation  - ownod 

plant } DC  current,  110  v.  Ground  lighting 
system.  Hospital,  lifting  not  complete. 

J merge ncy  light inr  from  ! useme  County  loc- 
tric  Corporation. 

3 power  generators  - 2 150  EWHj  1 75  KV.H 

(DC)  - condition  fair.  One  roods  valve  cases 
re bored  and  Tit tod  with  row  valves.  Generate 
60  fj  of  power;  do;"'  is  pure'  a cod. 


Heating  riant:  Three  3CQ-H.F.  hellers#  Very  poor;  inador unto; 

35  years  old.  Carious  situation  in  breakdown 
in  winter.  Stokers.  Ashes  removed  by  trek. 

5 hot  water  generators  - condition  fair. 


Laundry:  01'-  equipment  - inadequate  or  enlargod  population. 

Storage  Facilities:  Ko  warehouse  bull  i y. 


DIETARY  DDPAnThhliT : 

Kitchens  1 main  kitchen  in  Service  -milding  for  all  patients 

i,-,  -IT  - an£  nos t employee b. 

1 kitchen  in  Receiving  " ul Icing  for  staff  end  cer- 
tain employees. 

Pood  by  trucks  through  tunnels  for  service. 

Pain  kitchen  adequate.  Staff  kitchen  too  email# 

Refrigeration?  Inadequate,  especially  for  expansion# 

Pining  Rooms;  Ho  congregate  dinirg  room.  There  uro  11 

ward  dining  rooms,  one  a cafeteria  In  Re- 
ceiving Building  for  100.  Other  dinin 
rooms  in  various  sc at tore d wards. 

Dining  rooms  inadequate  for  non.  Enlarged 
dining  room  space  required  for  any  e;.pan;:ion. 


PATIEKT  BUILDINGS: 

Admission  Unit:  One.  brick  - ior  50  male  raid  50  female  pationtr. 

Totals  100.  Hew  and  well-equippod. 

Hospital: 


Hone  • 
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Ploturbod  Units;  2#  Brick  building  for  75  male  arid  75  feraulo 
1 1 patients#  Total:  150#  Unsatisfactory  do- 

st gn#  Not  fire  resistant# 

Tuberculosis  Unit:  2 wards,  brick  building#  Capacity:  20  raon 

and  20  women;  total:  40#  (Known  to  have  40 
eases  now)# 

Inflrnary:  lion©  # 

Continued  dare  Unit:  ?wo  buildivys  lor  a^od;  brick;  for  75 

non  and  75  worsen.  Total:  150#  A rod, 
infirm  and  sick  also  in  tuberculosis 
wards • 

Convalescent  Building:  Two;  brick;  for  130  men  end  30  women# 

. — Total:. 210# 

Isolation:  None • 

Administration  ' ~ulldlnt ; : 1 brick;  new;  1040;  fox'*  100  non  and 

% 100  women#  Coot,  350,000# 

P.ecroo.tlona&  ft  Occupational  : uildirq  a : One  brick  bull  line  for 

50  men  and  75  women# 
Total!  125. 

In  jenoral,  recreational 
and  amusement  facilities  are  inadequate# 

An  auditorium  hore  will  coat  1200# 


Hour  r,! 


Staffs 

Super in • endent : Satisfactory  homo# 

Physicians : Ko  homes#  Apartment a in  patient  bull-tin;  s. 

0 tbersi  Female  nurses  - no  separate  quarters  - Inadequate# 
Male  nurses  - no  separate  quarters  - inadequate# 

.•bTjloyeo3:  Female  attendants  - 2 brick  dormitories  - not 

sufficient#  Male  attendants  - brick  uomitory, 
section  of  ward  - not  sufficient#  Administrative 
staff:  rooms  arid  apartments  - not  satisfactory# 

'1 


KAIKTBTTAMCISt 


Plumb  lac:  Obsolete  - poor  repair  in  many  places* 


Wiring:  ’Teeds  overruling* 

General:  Poor,  on  account  of  oca  of  hospital  structures  and 

utilities*  ' ntiro  plant,  except  new  Admission 
Bui  lain,:,  shove  leek  of  attention  and  no  timely 
additions  and  alterations* 


Firo  Pro  to c t ion : batcr  pressure  40-40  pounds  - can  be  raised 

to  75  by  fire  pump* 

Fire  alarm  system*  Portable  fire  extinguishers 


Ho  municipal  help  available* 


nnr’Dd: 


Ur  pent: 


1*  Overhaulir.  of  ho  at  in;:  plant*  Ibc  t urge;  t*  "lion 

done,  it  should  provide  for  three  500  H*P*  boilers 
and  modern  accessories. 

2*  2’ew  hot  water  line  to  connect  he  at  in  plant  to 
hospital  buildings* 

3*  Now  s tears  end  return  line  from  power  plant  to 
certain  buildings  -not  well  provided  or* 

4*  Additional  water  supply*  Extension  of  lines  from 
host  Nanticoko  knr.  boon  suggested* 

5#  Construction  of  a hospital  lor  GO  patients.  gho 
tuberculous  should  be  transferred  to  Danville  or 
other  hospital. 

G*  Removal  of  alau$itor  house  and  cannery  and  roen 
house  to  opposite  side  of  river  in  fern  area  to 
make  room  for  requirements  deal  "acted  ns  ^Present." 

7*  Provision  of  pasteurising  plant  - at  farm,  preferably 


Present:  1* 


3. 

4. 
5* 
6* 

7. 

8. 
9* 


Addition  to  wards  for  infirm  and  disturbed  patient* 
to  provide  for  200:  100  men  and  100  worsen* 

Addition  to  the  two  dormitories  for  non  and  women 

employee s * 

Additional  dining  room  facilities  for  official 

class  of  employees. 

Housing  for  nurses  and  official  class  of  - ployoos* 
Addition  to  laundry  and  row  equipment* 

Additional  dining  room  for  non* 

Hones  for  physicians  and  families. 

Storehouse* 

Refrigeration* 
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Futurc:  Pnsod  on  a ISOC-pa  lent  institution.  If  the 

general  recone  traction  of  the  Ho  treat  Hospital  is 
contemplated,  tho  foregoing  moods  aro  into  rwoven 
with  the  needs  here  designated  as  "Future"*  Practi- 
cally the  v&iole  project  or  reconstruction  should  o 
forward  at  tho  same  tino* 

1*  This  will  include  the  approach  to  tho  institution:  a 
bride©  ovor  the  river  or  a road  to  Glen  Lyon*  Unless 
tills  is  done,  there  should  b«  no  improvements  at  Re- 
trofit except  such  here Inbe forego sijna ted  ca  "Urgent" 
to  hoop  tho  institution  functioning* 

C*  Acquisition  of  additional  farm  land  west  of  tho  river* 
3*  Removal  of  almshouse  population  is  desirable* 

4*  ©moral  overhauling  of  other  buildings  and  utilities 
os  g matter  of  economic  maintenance* 

5*  Improvement  of  interior  roads* 


COMKfUTS: 

At  best  this  is  an  extremely  undesirable  alto.  There 
aro  no v oral  good  buildings,  but  they  can  e nado  accessible 
only  by  exponslvo  bridge  or  road  construction*  The  devel- 
opment of  this  hospital  seems  unwise  and  undesirable  because 
of  the  costs  involvod  end  tho  undesirable  location  ml  lack 
of  adequate  adjacent  farm  land*  ilia  load  can  bo  eve;-,  uially 
absorbed  by  D nvllle  and  Clarke  Summit* 


STATE  HOSPITAL 


sots 


Authorised  5 


Opened!  Operation  by  Department 

of  olfare  began:  1941. 


Board  of  Trustees:  Done . 

Present  * istrict: 

Counties:  Sone  r so  t • 

Population  of  Ida ur let:  04,957.  fro  a of  District;  1034  sq*  ni. 

Total  Proper  I:.  Value.  $347,353*  32* 

Population  of  Hospital  - June  lot!  4G5;  on  parole,  21. 
Department  Hated  Oa.  ac*  ty;  427* 

Overcrowding : 00* 


General  Statoiuoat:  Located  near  Somerset,  Pen- a.,  reasonably 

accessible*  On  crest  of  hill-  windswept. 

Cfood  farming  land.  Formerly  Somerset  County 
Hose  and  Hospital.  Provides  custodial  care 
for  patients  of  continued- treatment  typo 
(chronic).  Some  buildings  and  area  still 
aro  used  for  county  indigent  patients* 


UTILITIES  8 

hater  Supply:  Private,  fro is  springs  re? d two  doe;  wells. 

Central  reservoir;  1,000,000  gallon*  Hospital 
ueos  33,000  gallons  por  day*  liains,  pipes, 
and  fixtures  in  pool*  condition* 

Sewage : Insufficient,  in  poor  condition*  disposal  - ? orth 

of  institution  buildings,  into  snail  crook*  Plant 
old;  neodc  re  todeli  any  . ease  i population* 

Power  r-  Light : 3 Phase  A*C*  in  rood  condition.  Adequate 

stand-by  supply  from  Pennsylvania  Hie c trie 
Company.  Ho  round  lighting  system.  Ade- 
quate emergency  lighting  from  rower  House. 

Throe  boilers,  500  H.P*  total;  fair  condition; 
hand-firod,  using  soft  coal  from  own  mine;  hand 
ash  removal. 


Laundry;  Antiquated,  inadequate. 


Store  o Facilities;  Two.  Hot  adequate. 

Mechanical  Shops:  Includes  coal  min®  averaging  COCO  tons 

per  year. 


DIETARY  DEPARTMENT: 

Kitchen;  Two.  Patients f kitchen  cooks  for  approximately 
525,  including  GG-70  Inmates  of  County  Hose.  In 
' 'omen*  s Building. 

Employees*  for  approxlm  ely  CD  employees. 


Refrigeration:  One,  in  basement  of  Administration  Bull  ding. 

Built  In  1953.  Adequate  for  present  needs 
only. 

Dining  Boons:  Three  congregate  dining  rooms:  women,  165; 

rsan,  105;  employees,  G5.  Hot  largo  enough 
and  difficult  to  keep  in  sanitary  condition. 

PATIiHT  BUIEDItTGS: 


Admission  Unit:  Hone . 

Hospital;  Rone • 

Dl  a turb e d Uni t s : Hone • 


■omen*  s Blur,,  t brick  and  wood. 

Capacity:  250. 
Fire  hazard. 

Patients  quartered  on  third 
floor. 


Tuberculosis  Unit:  Hone.  Iton* o Bldg.:  "rick,  wood 

joists. 

Infirmary:  Hone.  Capacity:  250. 

Continued  Care  Unit:  Hone. 

Isolation:  Hone • 

Admlni strati on  Pull ding : Contains  Superintendent* s quarters; 

living  quarters  for  one  physician  ; 
auditorium;  rooms  for  employees; 
dining  room;  etc.  Fireproof;  cement 
steel,  and  brick.  Constructed  1935. 
Auditorium  In  Admini strati on  Bldg., 
capacity  400. 

He creational  & Occupational  Buildings:  Hone. 

<Wiii«wiw>i  ,n  I WI 1 1 Mi  III  I.mm  w ■■■■  I > Ml  W MW  iKWafci  m 


HOUSING: 


starr: 

Superintendent : Quarters  in  Adninistration  Bldg.  - five 

room  apartment.  Inadequate. 

Physicians:  Apartment  in  Administration  Bldg. 

Enp-loyoos : Dormitories  for  attendants  in  Administration  Bide 


l5AlKTi:;NAi:ci;: 

Plumbing;  Poor  condition.  Heating  sy3ton  of  questionable 
adequacy,  in  poor  condition.  Two  hot  water 
generators,  in  poor  condition. 

General:  Fair. 

Fire  Protection:  Alarm.  system  inadequate.  Sufficient 

portable  fire  oxtingulehers.  Volunteer 
Fire  Department  of  Somerset  :'Ai,ouih  is 
two  miles  away.  Fire  ospapes  - iron  steps. 
Average  pressure  at  fire  fight In<  outlets  - 
35  lbs.  Throe  hydrants.  Do  hospital  fire 
marshal. 


DEEDS: 

Urgent : Relocation  of  patients  to  reduce  overcrowding  and 

to  reduce  fire  hazard,  by  transferring  to  areas  now 
used  for  shops  and  storage. 

Patients  in  -onions  Building  should  be  moved  ii.ncdiatol 

New  power  plant. 


Enlarged  sowago  disposal  plant. 
Correction  of  faulty  water  supply. 
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pro  sent:  1* 


Acquire  County  Homo  property* 
Additional  patients*  Lull;  tries* 


Future: 


I 


3*  Admission  ail  *ing* 

4*  How  laundry* 

5*  Hew  butcher  shop  and  slaughterhouse,  kitchen, 
and  dining  room* 

1*  Easing  of  worn-out  patients*  buildings* 

2,  Superintendent * s homo* 

3*  Sterilisation  and  hot  water  plant  at  -airy  Barn* 

% 

4*  Chlorination  plant,  reservoir. 

5 « Employe e s » homo  s « 

G«  Hospital  Building  - with  facilities  for  tubercu- 
losis and  isolation* 

7*  Homo s for  physicians  and  administrative  personnel* 


CCESIOITSi  Tills  Institution  should  bo  rapidly  built  up  to  1GCC 

bod  capacity  to  relieve  overloading  at  Torrance, 
Building  program  should  include’  development  of  ad* 
mission,  hospital  and  infirmary  units  and  adequate 
storage  space.  Present  Womens  building  lias  no 
possibility  of  satisfactory  reconstruction  and 
should  be  evacuated  and  raised*  Bone  of  present 
auxiliary  services  — laundry,  power,  sewage,  butcher 
shop,  and  bakery  — arc  adequate  for  further  expansion* 


♦ 
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Authorised: 


TORRANCE  STATE  IIOSiTTAL 

Opened  i 


Board  of  Trustees : 


Address 


1.  J.  Kirk  Eonnor 
2*  3#E*L*  Kc  Comic  k,  M.D* 
5.  Jams  Oregg 
4 • ‘ /.llllen  Lipslo 
5*  Michael  Charley 
6*  &*  H.  Keale 
7*  John  ?<!c  Carmack 
3*  Col*  Exilian  J*  Hue  ton 
9*  Mss  Grace  T*  Elliot 


Connellsvlllo 
In?  in 

Greens burg 
Elairsville 

Greensburg 


Present  Distinct: 


Counties: 


Armstrong 

Beaver 

Butler 

Cumbria 


Payette 

Groen© 

Indiana 

Lawrence 


basiling  ton 
be  etna  re  land 


Population  of  District:  1,475,554.  Area  of  District:  7047  sq.ni. 
Total  Property  Value:  §4,512,602.50.  Plus  G*S*A*  1,641, 021.90* 


Population  of  Hospital  - June  1st:  2472. 

Department  bated  Capacity:  1670 

Overcrowding:  002. 


General  Statement:  Located  iv/o  miles  from  Blairsvillo,  Ponna. 

on  a plateau  surrounded  by  rolling  country* 

On  main  line  of  P*R.R.  Two  nlloa  off  U.S* 

#22  highway*  Buildings  all  relatively  not;, 
of  brick  construction,  with  flat  roofs,  gives 
f ac  t o ry  - like  appe  ar  one  o • 

UTILITIES: 

Eater  Supply:  Mountain  stream  receiving  dan;  3,500,000  gallon 

reservoir  on  grounds.  Supply  fails  in  summer* 
Fifty  million  gallon  impounding  reservoir 
essential. 


. . - * .. 


Sewage ; Satisfactory  but  Inadequate  for  present  loud  and 

allows  for  no  expansion#  Overload  now  nearly  50p# 

Sewage  bed  crust  be  raised  as  part  of  Conomaugh  Rivor 
flood  control  project  of  the  U#  • Engineers# 

Power  & Light:  Self-generated#  !To  rooerve  capacity#  Pennsyl- 

vania Electric  furnishes  standby#  Uo  reserve 
capacity  at  present# 

Laundry;  Adequate  for  expansion  to  5000  at  least# 

Storage  Facilities;  Leeds  enlarg&ont# 

Uo chan leal  Shop s s Poorly  located  in  various  basements# 

DIETARY  PEPARTfuIdT? 

Kitchen;  Adequate  for  expansion  to  5000# 

Re f r 1 go ration:  Adequate  for  present  load  and  moderate  expansion# 

Dining  Rooms : Adequate.  Located  in  Refectory  Building# 

PA  TITHE?  DUIIJDIITGS: 

Admission  Units  Adequate • 

Hospital:  Combined  with  admission  unit#  Inadequate  for 

5000  bed  hospital# 

Disturbed  Units;  Three  wards; inadequate# 

Tube rculo sis  Uni t ; Two  wards  in  present  buildings;  new 

unit  required# 


Isolation ; Hone • 

Administration  Dulldln; On  first  floor,  admission  building# 
Recreational  & Occupational  Bnlldln;  s;  Auditorium,  750  capacity# 
Housing; 

Staff: 

Supe rlntendent ; Adequate • 


% 
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Physicians: 


1.  loyooa: 


Two  homes;  four  ana  11  apartments  on  ward*. 
Unsatisfactory;  mrc  homes  needed* 

Heed  building  for  :alo  employee  a.  Nursoo 
homo  also  neodod* 


Plumb Inc; 

hiring: 

Cenerals 


Satisfactory* 

Satisfactory* 

Averse©  • Too  much  overcrowding* 


Fire  Protections  Ho  flro  line.  All  buildings  slowhurnin  ; 

little  liozorti* 


HEEDS* 


Urgent: 


Hew  Tuberculosis  Unit  - 100  to  150, beds. 
Complete  'best  wing  of  Building  V;  00  beds. 
Revamp  sower  system. 


Present:  Correction  of  water  supply;  new  rooervoirn. 

* 

bo mens  * Disturbed  Building;  330  patients* 
Hale  Attendants’  I omo ; 100* 

Bousing  for  six  physicians* 


Future ; 


C0KMEHT3! 


Increase  capacity  of  Farm  Colony  by  100. 

Additional  nous  in,  for  six  physicians. 

100  bed  Hospital* 

250  bed  Infirmary  for  males. 

Torrance  is  seriously  overcrowded.  Its  building  needs 
however,  will  bo  determined  largely  by  the  development 
of  Somerset  and  Holliday aburg  State  Hospital  and  by  the 
development  of  an  additional  hospital  for  the  western 
counties* 
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WARREN  STATE  HOSPITAL 


Authorized: 


Opened: 


Hoard  of  Trustees: 

1*  Edward  w#  Johnson 
2#  Korle  Deoriorff 
3#  Go or go  Hason 
4.  Fred  Fruit 
&•  A.  E.  Boo  til 
0#  R#  R«  Underwood 
7.  Harry  II  • Smith 
8#  dies  tor  Allen 

Present  District: 


Address 


barren 

Warren 

Erie 

Sharon 

Bradford 

Knox 

Hidgaway 

.‘arron 


Counties: 


Cameron 

Clarion 

Clearfield 

Crawford 

Elk 


Erie 
Forest 
Jefferson 
He He an 
Her cor 


Potter 

Venango 

Warren 


Population  of  District:  766, 073 • Area  of  District:  10,208,  sq.rai. 

Total  Property  Value:  15,051,514*52. 


Population  of  Hospital  - Juno  1st:  2521, 

Department  Rated  Capacity:  2213* 

Overcrowdings  302, 


General  Statement:  Located  in  flat,  narrow  valley,  Ihreo  niloa 

north  of  -arron.  Pen na.  Land  badly  divided 

by  Conowango  Creek#  Ho  bridge;  must  use 
ferry#  Good  highway  connections  wit!,  district# 
Northern  location#  120  day  growing  season. 


UTILITIES: 


'a ter  Supply : Self-maintained  deep  wells,  adequate  for  any 

expansion#  Additional  reservoir  when  full 
capacity  1c  reached# 


Sewage:  Own  plant;  old;  overloaded  and  needs  revamping 

and  enlargement. 

Power  h h ight:  Own  produce  • irect  current*  standby 

service*  Conversion  to  alternating  current 
should  be  considered* 

1 sundry;  New;  adequate  for  all  projected  expansion* 

Storage  Facilities:  Should  be  increased* 

Mechanical  Shops:  Partly  adequate.  Need  extension* 


DIETARY  DEPAiraJbNT: 

Kitchens  Five.  Adequate  for  present  load. 

He frige rati on:  Fairly  adequate  but  should  bo  enlarged 

materially  with  any  expansion. 

Dinin  * Koo&l&s  Cafeteria;  adequate  "or  present  needs. 

,l.»i  .1.  i -i  - —►.»»»«,..«■ 


fatiyt  nuiiDiua-di 

Admission  Unit:  Inadequate  size.  Should  be  converted  to 

r--  hospital,  with  new  Admission  Unit* 

Hospitals  Hone.  Spread  through  other  buildings* 

Disturbed  Units:  Adequate  for  present.  Excellent  unit  on 

female  side. 

tuberculosis  Unit:  No  adequate  provision  at  present. 

Infirmary:  Unsatisfactory  provision  for  feeble,  old  people • 

Continued  Care  Unit:  Old  Kirkbrido  building*  Reasonably 

adequate. 

Isolation : Separate  unit*  Adequate. 

Administration  Building; : In  Main  : uildlng.  Reasonably 

adequate • 

Bo creational  & Occupational  Buildings:  Inadequate  auditorium. 

No  separate  in.  oor 
x'ocre&tlonal  facilities.  O.C*  is 
scattered  through  buildings. 
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housing > 

Staff: 

Superintendent : V © ry  ado quat e • 

Physicians*  Two  brick;  five  frame.  Moderately  adequate. 
— * — Seed  further  build  in  s if  staff  is  increased. 


Others:  Iftiraes*  Horae.  Heed  additional  building  for  affill 

at©  nurse  program. 

Rcployoeai  Adequate  for  present  population* 


KAiirrniAiTCh: 

Plumbing:  Average* 

; iriue:  Average.  • 

■Win*.  ■*  mmt  m 

General:  Good 

Fire  Protection:  Avera  e of  twenty  minutes  required  to  cot 

municipal  help.  Treasure  fair. 


keeps: 

Urgent : 


Present? 


'bridge  and  access  to  farm  across  Gonewango  dree;?. 
Revamp  se wage  system. 

Admission  Building  - 500. 

Auditorium  and  Rocroatioi.nl  Building. 


Additional  Employee  building  for  affiliate  nurses. 
Future : New  Dairy  Barn. 

Additional  Continued  Care  units  for  500  patients. 


i 


COMKESTSl 


A woll-oquippod  institution  widen  reyuirott  con- 
siderable employee  bousing  because  of  location* 

An  admission  unit  is  needed  to  round  out  opera- 
tion and  additional  facilities  Tor  infirmary 
patients#  Potential  fire  - -as  or  da  in  i'ain  Build- 
ing (three  story)  of  substantial,  but  old  con- 
atruction  — noods  consideration* 


vVERIJERSVILLE  STATE  HOSPITAL 


Authorized:  Opened: 


Board  of  Trustees:  Address: 

1.  Solon  l>#  Eaushor 
2*  John  K#  Berk,  M*D* 

3.  Margaret  Has  a lor,  M.D. 

4*  Howard  $•  Lewis 
5*  Stella  Zm  LivingoooL 
6*  J*  A*  Zoo  lip  K* 

7.  D.  W«  Martin,  M«D« 

G*  Thomas  ove 
9.  Lctitia  Thrall  Saylor 


Fresc&t  District: 

Counties?  Berks,  Lob an on,  Schuylkill  (i) • 


Population  of  District:  423,691. 

Area  of  Districts  1618  sq.ni* 

Total  Property  Value:  ,3, 527,324* 

(G*S*A.  not  included). 

Population  of  Hospital  - Juno  1st: 

1059. 

e partzaent  hated  Capacity: 

1597. 

Overcrowdin' 

262. 

General  Statement : located  on  no  in  highway,  seven  niles  from 

Reading;  good  faming  country*  Level  land* 
Terrain  lends  itself  to  building  ozpansion* 

UTILITIES: 

Later  Supply:  Privato  supply  from  springs  and  streams* 

Reservoir  750,000  gal*,  les3  than  two  lays1 
supply*  Should  be  increased* 

Sewage : Row  sewage  disposal  plant  of  adequate  capacity* 

Rower  & Light:  Hospital  plant  needs  revanpln:  if  expand  on 

is  to  take  place*  One  generator  too  snail 
and  out  of  service*  Boilers  can  bo  replaced 
by  ones  of  greater  capacity* 


* 
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Laundry:  Inadequate;  Incapable  of  expansion#  Hew  bulldln 

needed* 

Stora  o ?acl 11 tie a:  Adequate* 

Mechanical  Shops:  Adequate* 


hlKTARY  DrpAHr^HT: 

Kit  client  Adequate  for  noderat©  expansion* 

Refrigeration:  Adequate  for  urcoent  load. 


Pining  Boons: 


12* 


Basement  dining  rooms  in  male  buildings  are 
unsatisfactory.  Otherwise,  dining  facilities 
adequate  for  present  load,  'ale  congregate 
dining  rood  needed* 


FATXT.HT  T'UIbPI!;aSi 

® Admission  Unit:  Satisfactory  but  capacity  United* 

hospital : Ho  definite  hospital  unit. 

Disturbed  Units:  Hone. 

Tuberculosis  Uni t : Two  buildings.  Capacity  should  be  In- 

creased. 

Continued  Caro  Jnl t : Two- story  brick  units  for  continued 

care. 

Administration  Building:  Adequate  for  present  load. 

HOUSING: 

Staff: 

Superintendent : Apartment  in  I'ain  Building, 

Physicians:  Three  cottages. 

baplo^oee:  One  male  and  one  female  employee*  hone.  Additional 

_ facilities  needed. 
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MAim.rAirc::: 

flunblng:  In  main,  satisfactory.  Heating  system  needs 

revamping  in  several  buildings. 

general : Pair# 

Fire  Protections  Keaso&ably  adequate#  Depends  largely  on 

local  fire  departments*  Water  pressure 
marginal  but  Is  reinforced  by  booster 
pump. 


BEEPS: 

Urgent : Kitchen  - Dining  Hoorn  unit  for  male  service. 

Present:  Infirmary  Building  with  hospital  facilities* 

Future:  Additional  water  storage  facilities. 

Super in  t enden t » 3 Eo no • 

Additional  quarters  for  housing  physicians. 

Curses’  Horae. 

Hew  laundry  building. 

Building  for  disturbed  women# 

/ Additional  quarters  for  male  attendants. 

Continued  care  units  to  house  projected  population# 


% 
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STATE,  PSYCHIATRIC  HOSPITAL 


Authorized:  June  23,  1931 • Opened:  1942* 


Board  of  Trustees: 

None#  Directly  responsible  to  Secretary  of  the  Department 
of  Vo If arc • 

Present  District:  Ho  spoclfic  district.  Tahoe  patients  by 

transfer  from  other  State  hospitals  In 
Pennsylvania* 

Populati-on  of  district:  9,900,130*  Area  of  Di  strict:  43,045  oq,ni* 
iotal  Property  Value:  hot  determined* 

Population  of  Hospital  - Jane  let:  109*  (i’loors  7,8,0,10  in  use; 

floors  5,6,11,12  not  in 
uoe  for  patients*) 

Department  Rated  Capacity:  125, 

Overcrowding:  liono* 


General  Sta temor: t : Located  in  an  urban  area  with  limited  expan- 

sion possibilities  (1  and  l/3  acroa)*  Created 
for  T,the  core,  maintenance,  and  treatment  of 
psychiatric  patients  selected  by  the  apart- 
ment of  Welfare,  and  for  research  and  the  training’  of  medical 
and  other  personnel  in  mental  disposes,  mental  dofocts  and 
their  complications,''  Out-Patient  apartment  au chorizod. 
Accessible,  Fart  of  the  radical  Center  of  the  Univex’sity  of 
Pittsburgh;  functions  v/ith  other  departments  of  the  University 
as  School  of  Nursing,  Department  of  Psychology* 


UTILITIES: 

V.ater  Supply : City  of  Pittsburgh, 

howapo:  City  of  Pittsburgh* 


* 


Power  i Llfg.it  t Duquosnc  Light  Company^ 

Lrundry:  Adequate  for  present  demand.  (See  Needs,  Future), 
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Storage  Facilities:  Limited,  inadequate#  (dee  Loo  da.  Future ) # 

Kg ohanlo al  fhop a 8 Adequate# 


DIFTA.uY  IL.rAF?:r,I,?8 

Kitchen:  Adequate;  main  Lite! ion  on  4th  floor,  now  cooks 

about  900  meals  per  day#  Each  ward  floor  has 
Its  own  sorvin  ; kitchen;  sorvl ir  kitchens  between 
each  pair  of  employee r>*  dining  rooms# 

Rofrlgeration:  Limit  of  capacity# 

Plain,  Looms : For  patients  - adequate;  each  ward  X'loor  has 

separate  dining-kitchen  unit# 

For  personnel  - limit  of  capacity  for  present 
personnel#  Four  dining  rooms  of  which  three 

are  cafeteria  style# 


PATILNT  3U1LL:. 

Recreational  h Occupational  Buildings!  Audi  tori  urn,  c ape  city 

about  240,  ie  suffici- 
ently largo ; used  for 

chapel,  motion  pieties  end  other  assemblies# 
Occupational  Therapy  occupies  most  of  13th  floor# 
Patients  aseipnod  i r departments  and  shops  for 
industrial  therapy#  Planned  recreation  away 
from  Hospital,  ouch  ao  baseball  rinses,  walks,  etc# 


housihg : 

Staff: 

Sur>e  r in  tendon  t : Aparin  nt  on  16  th  floor* 

Physicians;  Livirq  space  in  the  Hospital  is  at  a proriium# 

For  G'xployeos  with  first  grade  maintenance 
tlmre  are  available:  on  the  15th  floor  - one 

two-room  suite;  on  the  14th  floor  - five  two-roori  suites# 

For  others:  on  bho  17th  floor,  room  and  bath  (for  laboratory 
technician  caring  for  animals);  on  15  th  floor  - two  dingle 
rooms  with  baths  (one  ro served  for  energcnct oc  as  oick  em- 
ployees); on  4th  floor  - in  east  win  , nine  rooms,  in  west 
wing,  six  rooms#  Latter  have  group  toilet  and  all  or  or  roons# 


■ ■ 


■:  - 

. 


Others;  Student  nurse n temporarily  housed  on  llfch 

end  12  th  floors  until  nurses*  home  la  built. 

Employees : Policy  of  the  Hospital  Lae  boon  to  encourage 

living  out.  In  addition,  thin  is  necessary 
because  of  limited  space  in  Hospital.  Light 
denar »d  for  quarters  In  Hospital  because  of 
urban  location.  hen  Hospital  is  employing 
residents,  most  of  living  quarters  will  be 
used  by  them,  especially  on  4th  floor. 


KM  * 

».  .1  \ i.  - - ,.'i.>h.wn» 

Plumbing;  Good, 

v trinrs  Good. 


General;  Good. 


Flro  Protection:  City  of  Pittsburgh  - ood. 


HLlOSs 

Future;  1.  Storage  facilities  will  have  to  bo  increased  as 
rooms  now  being  used  arc  snail,  widely  separated 
and  one rally  art  inadequate*  This  can  be  accom- 
plished, a)  by  excavating  into  hill  behind  the 
Hospital;  or,  b)  by  providin  ; additional  atom  s 
space  In  proponed  nursos*  home* 

2.  Tlie  laundry  et  the  Lmo  is  adequate  but 

handicapped  becauao  ot  limited  apace • It  would 
be  possible  to  Increase  el so  of  laundry  by  in- 
corporating all  or  part  of  adjacent  courtyard, 
then  the  demand  on  the  laundry  increased  over  the 
present,  consideration  must  be  given  to  this  point 

\ 

3*  Present  dlnin  room  facilities  for  employees  have 
reached  the  limit  of  capacity.  Sit  * readjust- 
ment of  ki*  chon  equipment  will  bo  noce scary  or 
additional  load.  A much  larger  body  of  student 
and  graduate  nurses  will  necessitate  providing 
additional  dining  room  and  possibly  kitchen  space • 
Tills  can  be  taken  care  of  in  a nurses*  home. 

4.  A nurses*  hone  should  be  built  to  caro  for  student 
kind  graduate  nurses,  with  recreation,  dining,  and 
other  rooms,  possibly  a kitchen  and  bake  shop. 


3 


-104- 


additlonal  suites  for  physicians  and  othor  em- 
ployees , and  «xi  ado  .uate  apartment  for  Superin- 
tendent with  needed  facilities  for  official 
entertaining*  The  building  of  a nurses'  hoae 
will  free  space  lor  03  patients# 


/ 


3 

i 


i 


% 
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V/OOD VILLi:  STATE  HOSPITAL 


Authorized s 


Board  of  Trustees: 

1.  Mark  Shields 

2.  J.  Bussell  ill Ison 

3.  Ralph  E.  FI Inn 

4.  Lure no  K.  Kipp 

5.  Mrs.  William  B*  LcFall 
G.  Mrs.  Janes  H.  Duff 

7*  Charles  P.  Howe 
0.  L.  D.  Sargent,  M*D. 


Opened:  Operation  by  Deportment 
of  olfnro  began:  1941. 


Address 

Ross  Township 
Pittsburgh 
Pittsburgh 
Loot ©dale 
Mt.  Lebanon 
Carnegie 
Tarentum 
washin  ton 


Present  District: 

Count lea:  Alleghany  County  except  Pittsburgh  non- tuberculosis 

patients  and  including  tuberculous  patients  from 
Pittsburgh. 

Population  of  District:  739,380#  Area  of  District:  365  qq.  mi. 
Total  Property  Value:  $6,519,465*42. 

Population  of  Hospital  - June  1st:  2509.  On  parole  ■"54 • 

Department  Rated  Capacity:  1920 • 

Overcrowding:  £81. 


General  Statenont:  Located  near  the  City  of  Pittsburgh,  reason- 

ably accessible*  Formerly  Allegheny  County 
Home  arid  Hospital*  Some  buildings  on  Hospital 
(jrounus  are  still  used  for  county  indigent 
patients  - (000)* 

UTILin  bS: 

a to  i»  Supply:  Both  public  end  private.  Oe  oral  water  supply 

is  from  South  Pitt a burgh  A a ter  Company,  iar 
eiomestic  use  and  fire  protection*  Storage  reser- 
voir 080,000  gallons,  in  need  of  repair.  Private 
supply  from  drilled  v/olls;  water  is  softened. 


t 
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do live rod  into  receiving  tank  and  pumped  to 
bailor  house  and  laundry*  Small  closed  reser- 
voir 200,000  gallons*  Cross-connection  possible 
so  that  untreated  water  can  entor  s torayo  ro ser- 
vo ir  (dr inkin;  ) • .resent  naln  reservoir  should 
bo  repaired  and  enlarged. 

Sewage*  Untreated*  Enters  Char tiers  Creek* 

Power  & Light!  Beating  system  in  falx’  condition*  Twenty-five 

hot  water  generators*  Three  power  generators  - 
fair  condition*  Emergency  lighting,  uquesne 
Light  Company*  Hospital  power  supply  adequate 
for  present  buildings*  Groun  • LI  htin  system# 

Laundry!  Must  be  o impended  and  structural  repairs  made  If 
Hospital  is  enlarged,  and  some  repairs,  as  to 
floors,  made  regardless* 

Storage  Fac  111  ties  t - .-ar  ©house  guild lug,  4400  sq*ft*  Inadequate* 

t'oohanlcal  Shops:  In  basements  and  old  buildings*  Hot  ado-,  etc* 


DIETARY  DRFAdTPTDTs 

Kitchens  Pour*  Inadequate. 

Refrigeration;  Twelve  refrigerators,  4G,5C0  cu.  ft*,  not  adequate* 
Dining  Rooms;  Hot  adequate.  Eighteen  ward  and  seven  con  regale. 


pat  r riTXh>l:iGS: 

Adn lesion  Un 1 t : Hot  separate  bulXdirp  • Capacity:  male,  4C; 

female,  37*  Part  of  male  and  femalo  units. 

Hospital:  Hot  a separate  unit. 

disturbed  Units:  Hot  a separate  buildln  . Part  of  male  and 

female  units#  Capacity:  male,  140}  female, 
241* 

Tuberculosis  Unit:  On©  four-wing  buildln.  * Ca:  ac  ty : male,  111; 

female,  121. 

Infirmary?  Thro©  female,  two  male#  In  same  unit  are  acuto 
medical  end  surgical  cases  with  bedridden  senile 
patients. 
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Continued  Care  Unit:  Aged  patients:  male,  ICO;  female,  300; 

no  separate  building.  Convalescent 
patients:  male,  70;  female.  111;  not  a 
separate  building# 


Isolation: 


Hone  • 


Administration  building:  Hot  separate. 

Recreational  & Occupational  Fundings:  Two  buildings  for  Occu- 
pational Therapy.  Four 
rooms  in  other  buildings 
for  O.T.  a wo  bull din t s (brick)  for  recreation, 
capacity  300.  Auditorium:  capacity  300;  inade- 
quate. 

Others : One  main  an*,  three  branch  libraries,  3000  volumes. 

* 

nousirat 

Staff: 

Su  e rlntendent:  Home  has  insufficient  bedroom  space  and 

no  third  floor.  Inadequate • 

Physicians ; Two  brick  homes.  Xnauequ&te • 

Others : Brick  horns  for  female  nurses  and  others.  Inadequate. 

Ho  separate  dormitory  for  male  attendants  and  ot:  ore ; 
live  in  patients*  buildlr*  s.  Inac, equate.  Ho  separate 
building  for  administrative  employees. 

kiployeoa:  Farm  Manager  - house.  Steward  - outside  maintenance 


VAlliTi  i'AHCK: 


Plumbing: 
Irin,  : 


Poor  condition. 
Poor  condition. 


Fir©  Protection: 


Alarm  system  inadequate.  Fire  . arshall  - yos. 
Emi  loyoos  form  a Volunteer  Fire  apartment 
which  is  a meraoer  of  local  volunteer  organi- 
zation including  08  companies.  Home -made  fire 
truck;  no  pumper  - generally  Inadequate.  I oda 
ash  extinguishers  on  all  wards.  A/ortr  o ;ro.'  s 
ure  at  fire  fighting  outlets  on  low  level  - 
good;  on  high  levol  (sanitorium,  barns  and 
residences)  - ppor. 


Urgent ; Early  attention  to  many  inadequate  ; mechanical  and 
maintenance  details  especially  water  supply,  fire 
protection,  and  fire  alarm  system* 

Acquisition  of  County  Home  property* 


Present;  Additional  Tuberculosis  units.  This  hospital  should 
handle  tuberculosis  cases  from  Mayview  as  well  as  its 
own,  requiring  a SCO  to  400  bed  unit. 

Remodelling  and  fireproofing  of  fenale  building. 

Hydro  therapeutic  equipment • 


Futures  Staff  House®. 

Renovation  of  power  plant  and  heating  service. 

Administration  Building. 

Admission  Building. 

Inereasoc.  patients  * buildings  and  facilities,  as 

kitchen  and  dining  ro  m$  laundry,  etc* 

COt&BITTSt 

Acquisition  of  present  County  Hone  property  would  do  much 
to  relievo  overcrowding  at  least  two  patient  buildings  woul  i 
be  available  from  tills.  Kdyvlew  should  handle  Woodvlll© 
surgical  cases.  Present  female  building  substantial,  but 
requires  firoproofing  and  third  floor  attic  space  should  be 
evacuated.  Present  tuborculools  building  plus  adjacent 
contagious  building  should  form  nucleus  of  enlarged  tubercu- 
losis unit  to  care  for  Mayview  anc  Voodville  tuberculosis 
cases. 


iAUELXgJi: 


Qp  a (T  ' 

*»<<?*£,  4 '•*1  J 


*r  ? T T Y A rjti* 

V «*.*-.*-  >tf'VvXlhb 


Authorise d : 1913* 

G:  onod ; 1910  • 

Board 

of  True teas: 

Address* 

1* 

hoy  R.  Hinkle 

Uifflihburg 

2* 

! rs*  Anna  H*  U*  Ilorlncher  how  orlin 

3* 

Hr*  Harold  T*  Gerard 

iowisburg 

4* 

Harry  C*  freehold 

Sunbury 

5* 

Hrs.  Barilla  Shuman 

1 To  r 1 1 Axrvj  e r land 

G* 

Fred  • Haue 

Gh&Mokin 

7* 

Aalph  ‘.itmer 

Ivlins  grove 

G. 

C.  Vincent  Klchener 

Allonwood 

present  I)la tr ’.ot: 

Countio  a : Statewide « 

copulation  or  Id  strict:  9,900,100*  Aron  of  ■!  strict;  45,045* 
Total  Proport:/  Value ; fl, 959, 000*35 
Copulation  of  hbarpital  - Juno  let  a 9C9* 

Department  Hated  Capacity;  015. 

Overcrowd! ngi  94  or  Ilf.  904  awa.lt Ir.  admission* 

Gene r&l  5 fca fcenen t : Southwestern  part  of  Union  County  on  .out* 

45,  at  foot  of  boodward  fountain*  Attractive 
environment  and  rolling  terrain  sufficient 
for  expansion*  .There  arc  1415  acres  - 4G0 
f ’arming  1 raid ; G8  pardon  produce;  14  orcliard; 
55  panturo;  705  timber  land* 

Tfrp*r  * Tn  «r  ^ c * 

-j*  • 

Cater  supply i Private  supply  from  noun tain  springs  to 

reservoir,  400,000  capacity,  one-half  nilo 
from  grounds*  Eight  inch  pipe  from  reservoir 
to  institution*  fains,  pipes  and  fixtures  - 
10$  noed  to  be  replaced*  Eourco  inadequate 

in  dry  weather*  Alternative  sources  crool:  1& 
miles  - would  need  chlorination*  cell  pros- 
pect a not  good. 


rs 
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ijQumro : Disposal  plant  1/3  mile  a way.  Chlorln;  tod  and  Ids  ocod 

of  in  Laurel  Run#  Plant  adequate  for  population  of 

2000# 


Power  & 


f r 4 » 4*  * 


Purchased  at  £390*  per  mouth# 
!To  emerooncy  lighting* 


A#C# 


current* 


Laundry: 


Adequate  at  pro  seat;  one -.story  bulldin  and  L&somc^L# 


Li  rat 


i'loor 


’or  sorting';  laundry#  mendin 


and 


occupati  aal  therapy  room* 
clothing  department 9 md  car 


roon. 

Basement : ecu  In.  roon# 
enter  and  paint  shops. 


Ctora  o facilities ; 


Basemnt  of  building  housing  kitchen  - 
capacity  300  square  foot  - very  inadequate; 
sis  dilapidated  frano  structures,  three 
of  them  old  cliicken  houses;  also  used  is 


Hoclionleal  Shops: 


a ctciun  tunnol  between  the  heating  plant 

and  the  head  house# 

Girls’  industrial  shOj.  # tailor*  s?  .ip,  shoe 
repair,  beauty  parlor  and  hair  dress  in;-, 
hone  economics#  Much  outside  work  done, 
even  concrete  road  building*  loor  space 
for  mechanical  shops  in  item  under  rt  re- 
quirements - first  Biennium*” 


Heating  Plant:  Two  boilers  DCC  i:#P*j  1 boiler,  GOO  II#.  # 

Underfeed  Tilley  Stokers  « impractical  because 
only  a United  type  and  grade  of  bituminous 
coal  can  be  burned,  this  coal  be  in  almost 
impossible  to  obtain#  Ashes  removed  by  steam 
syphon#  Plant  a lm.ua to  now  - will  be  inade- 
quate when,  population  reaches  2000. 


DILTAlTf  Lib 


a rr  » 
/ j -i.  J.41  * ‘.#i*  ^ • 


Kitchen: 


One  central  kitchen  with  12  cottage  kitchens  with 
only  steam  tables*  All  food  prepared  in  central 
kitchen  and  carried  by  trucks  to  cotta pee*  Cr  u Ing 
of  faro  produce  done  in  the  kitchen#  T. ore  Is  no 


cannery#  Milk  from  herd  pasteurised.  Kite  lion 

facilities  inadequate  for  substantial  enlarye;.io:it. 


Ho  frige  ra  t ion : 

— i'll  ■—.##«  ■ ■«#■!  * 


In  basement  and  first  floor  of  central  kitchen; 
8 cold  storage  rooms  and  ico  rnachinery.  Inade- 
quate. 


Dining  Moons;  3 congregate  dinirv  rooms  for  staff  and  employ- 
ees# Small  dining  rooms  for  inmates  in  tho 

cottage o,  adequate# 
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PA?l:  HT  UUIIhlHdS: 

,;hkxLoalQn  Units  Hone#  All  now  pt  IV-.nlr  l»o  la  tod  lor  cno  month# 

hospitals  70  bods;  ono  ward  Tor  acutely  111#  ono  ward  Tor 
admission  Inmates,  ono  wax'  . Tor  chronic  inmates, 
one  ward  Tor  tuberculous  inmate 3# 

l.ono# 

Tuberculosis  Uul t : In  hospital#  14  be  la  at  present#  .11 

positive  reactors  era  X-rayed#  Laboratory 
in  hospital  building# 

Ini^lnaary;  Hone  • 

Continued  Caro  Uniti  Hone,  other  than  cottages# 

Isolations  In  hospital# 


Administration  . allying:  Yea# 

hocroatlonal  f Occupational  fulldln.r : Porto  of  three  buildings# 

One  in  laundry  for  quiet 

inmates;  ono-roo©  cottage,  #11,  for  trouble  sot-®  inmates;  ono 
hospital  solarium  for  quiet  Inmates#  Au  itorlum  excellent  - 
1450  capacity#  gymnasium,  library,  t.;au©  room#  recreation  hall# 

Others;  10  cottages  used  - 0 for  quiet  iris,  5 for  trouble- 
some 'iris,  1 for  low  rad©  girls# 


Tt  '•'*»  I 
tbil  I'iKJ  » 


Superintendent s foueo  satisfactory# 

Physicians : Apartments  on  *:ccond  floor  of  Administration 

Building  adequate  for  present  staff# 

Others;  Female  nurses,  single  room  second  floor  of  hospital 
©au  third  floor  of  Administration  ; ulhiln,  • Inade- 
quate# 
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Gnployocs: 


UAiirr::iiA::c:.:: 

Plunbir.  *j 


..lrlnnt 


Female  attendants,  third  floor  of  patients  * 
bul  Iding*  Ir  ladequa  te • 

Administrative  staff:  Mngle  room  on  s econd 

floor  of  Administration  Dull din,  • Adequate 
for  pro scat  staff# 

Dairymen  * s residence  and  chief  engineer’s 
re s 1 Gene©  ade  qua to • 


fair  condition*.  Faina,  ipes  and  fixtures  ‘GOG* 
fair;  10^  should  be  replaced* 

Ground  lighting  system*  Pole  and  cornice  11  hts 
on  building*  Poles  badly  rotted*  Inadequate* 


Generali  Good  condition* 


Heat 


* V 


yc  to; 


* air*  Hot  water  Generated  at  heatin.  • plant. 
Conditions  10  00G;  3 - fair;  4 - poor* 


Giro  Protection:  Klfflinburg  Hose  Company  0 idles  away. 

Fire  alarm  system  installed  only  in  Admin- 
istration u tiding,  Linn  Cotta  c,  recreation 
hall,  and  cotta  e yll*  Pressure  at  fire- 
flghti..g  outlets  100  pounds. 


HEEDS: 


Urgent ; 

» *m— i-»u  *.  m 


Present: 


Lot©:  All  except  tlie  urgent  needs  ere  subject  to 

modification  dependent  upon  action  of  Beard 
Ir;  racommond Lng  an  Institution  for  feeble- 
minded in  Central  i ©nn  sylvan ia  or  expansion 
of  Laurel  ton  for  care  of  both  sexes* 

Auxiliary  water  supply  — A necessity  * n dry  weather* 

3 cotta  fox*  quiet  girls* 

1 cottage  for  trouolosora©  iris. 

Install  traveling  grata  stokers  under  two  300  !!•?. 
boilers  and  one  600  f*P.  boiler,  and  all  necessary 
auxiliaries* 

Equipment  for  eneratin  power  or  oilier  provision 
for  energency  lighting.  Present  power  pure  .a 00  rate 
makes  .installation  of  >wn  • enorators  a vis  able, 
itorago  houso  for  bulk  supplies  and  utility  shops 

in  bo 00 non t. 

Hemo doling  of  T,arl©  Hall  to  rAvido  occupational  therapy, 
Building  for  men’s  quarters  and  garage* 


-113- 


Futuro : Based  on  a capacity  of  3000# 

Increased  kitchen  facilities,  including  rofripora- 
tion,  bakery  and  storage  of  food  supplies • A 
new  building  preferred,  converting  present  kitchen 
to  other  use  such  as  storage. 

Slaughter  house. 

3 cottages  for  quiet  iris,  37  capacity,  each. 

1 cottage  for  trouble sane  iris,  74  capacity. 

1 school  and  industrial  building. 

Removal  of  the  dairy  to  the  Pursier  farm. 

Addition  to  the  heating  plant.  1 500  II. P.  boiler 
needed  for  population  of  2000  near  end  of  socond 
biennium. 

1 staff  house. 

Addition  to  laundry  equipment  in  present  building 
when  remodeling  of  Faria  Hall  has  been  completed. 


COMMITS 8 Detailed  plans  for  the  development  of  this  insti- 

tution are  dependent  upon  a careful  survey  and 
decision  a3  to  the  direction  of  its  future  expansion. 
Any  expansion  will  necessitate  proven  and  adequate 
potable  water  supply.  Consideration  will  also  have 
to  be  giver,  to  the  rather  remote  location  of  the 
institution  and  the  problems  in  obtaining  and  hold- 
ing satisfactory  employees,  before  determining  on 
a program  of  broad  oxpansi  n. 

The  problem  of  a specialised  institution  within 
the  field  of  mental  deficiency  is  one  which  re- 
quires some  consideration  and  the  thou  ht  expressed 
by  many  that-  the  Institution  mi,  ht  bo  made  into  an 
institution  for  both  sexes,  is  worthy  of  further 
consideration  and  analysis. 


There  is  a waiting  list  of  904 
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. pEimmmsT  state  school 


Authorised:  1903#  Opened:  1000. 

Board  of  True  too  s:  Address 


1.  Guy  \v«  Kirvuor 
2*  I#  Do Vault  CLri snan 
3.  Claude  B#  W a; oner 
4*  Bov.  Daniel  J#  Dunn© 
5*  Frank  :v,  rhalkop 
6*  John  3#  Galt 
7 • Ralph  *7#  Ralston 
3#  Heine  a D.  White 


'.vest  Choc  ter 

Elverson 

Spring  City 

Oxford 

Collegoville 

Glen  Moore 

PotiCliOWn 


Present  District: 

Counties:  Entire  eastern  district  of  Pennsylvania, 

{mostly  oast  of  the  Susquehanna  River)# 

Population  of  District:  6# 738, 045#  Area  of  >1 strict:  10,890  aq.ml# 

Total  Property  Value:  $4,945,964.77# 

Population  of  hospital  - June  1st:  2257 

Department  Rated  Capacity:  1005 

Overcrowding : 452.  Haiti ng  hist:  1552# 


General  Statement : Entrance  to  Pennhurst  is  from  State  Route 

GQ5,  which  connects  State  Route  23  and  IJ.S. 
Route  422,  through  the  boroughs  of  Spring 
City  and  Royorsford.  The  institutional 
buildings  overlook  the  Schuylkill  River, 
which  bisects  the  .rounds# 

irriLiTrvs: 

Pater  Supply:  Private#  Six  deor>  wells,  seemingly  adequate 

now  and  for  future  expansion#  Hater  is  dis- 
tributed to  the  hospital  by  gravity  system 
from  reservoir  of  500,000  gallon  capacity# 
Rmergoncy  connection  with  Spring  City  wator 
supply# 


Sewage : Adequate*  Condition  la  good  except  ib  noted* 

Institution  has  its  own  eewago  disposal  plant 
which  is  in  General  adequate  and  equal  to  the 
present  population*  Some  repairs  needed  and 
outfall  rr&do  incroasod  to  prevent  dogging* 

Power  t&  Light:  Three  power  Generators!  two  D.C* , one  A*C* 

Capacity!  100  KW  D.C*,  IDO  KW  A.C.;  300  137 
A.C*  Condition!  300  KW  A.C*  rood;  150  KW 
A*C*  fair;  100  E'/  D*0*  very  poor*  Philadel- 
phia Electric  Company  is  used  for  emergency 
A,c#  Equal  to  the  present  load*  For  in- 
creased capacity,  further  construction  must 
be  considered* 

Laundry:  Adequate  for  the  present  needs*  Done  new  equip- 

ment should  be  added.  However,  size  of  tho  laundry 
prohibits  sarie. 

Store  e Facilities;  Hew  central  warehouse*  Storage  facilities 

are  adequate  at  the  present  title*  Central 
warehouse  is  needed* 

Mechanical  Shops:  Scattered  in  various  buildings*  Deed  a 

centralized  shop* 

DXHTARY  DEPARTMENT: 

Kitchen:  Four  kitchens:  Colony  kitchen,  adequate  for  000; 

Officers*,  40;  Staff,  ID;  Main  kitchen,  adequato 
for  1500  people*  Hot  adequately  equipped* 

Refrigeration:  Adequate  for  tho  present  population. 

Dining  Rooms:  There  are  eight  ward  dining  rooms,  and  four 

congregate  dining  rooms,  which  seem  to  be 
soinewhat  crowded  for  the  present  population# 

PATIISTT  BUILDINGS ! 

Admission  Unit i The  hospital  is  used  as  an  Admission  Unit* 

Capacity:  200* 


Disturbed  Units : B one • 

Tuberculosis  Unit:  One,  which  is  located  in  the  hospital 

building*  Has  a capacity  of  70  patients. 


Infirmary:  Hone  • 


Continued  Caro  Unit:  15  building®*  with  a capacity  or  2192 

patients.  Host  of  thee©  arc  In  fairly 
good  condition*  Sense  nay  need  repairs* 

A&sinl s tratlon  Bu;T Idlng : One,  which  houses  the  offices  of 

the  administrative  staff* 

Recreational  U occupational  Buildings:  One  auditorium,  with 

a capacity  of  000,  In 
the  basement  of  which 

is  located  a larg©  canteon.  Hocroation  consists  of  movies 
church,  athletics,  boy  end  girl  scouts,  hikes,  festivals, 
and  crafts*  0*?*  is  scattered  through  various  parts  of 
the  institution,  in  various  bull  din;  s*  Include  weavin  ', 
willow-ware,  etc* 


noUflUG: 


Staff 


« 


Super in tendon t : Superintendent  live®  in  a separate 

residence  which  is  adequate# 


’hyaicicns:  Ho  houses  are  supplied  for  physicians,  hjey 

live  In  apartnents  In  the  Admlni s trail  on 
Building* 


hnployeos:  Administrative  staff  are  housed  in  five  farmhouses 

which  may  be  adequate  for  the  present,  but  will 
need  expansion  at  a labor  date.  ’There  are  sovoral 
homes  scattered  throughout  the  institution  proper, 
housing  the  employees.  The  female  and  male  nurses 
female  and  male  attendants,  and  teachers,  reside 
In  an  apartment  building  which  is  adequate,  but 
will  not  be  so  if  institution  is  expanded.  Several 
of  the  attendants  arc  housed  in  patients*  building® 

H/JRTniANCSx 

plumbing:  In  fair  condition,  but  In  sovoral  buildings  repairs 

are  needed. 


wirings 

*.g»n.i— ^ iii* 


Fairly  good.  Fixtures  are  fair,  but  some  build in.  a 

nay  noed  re-wiring. 


Generals 


Could  be  considered  as  fair,  but  need  a larger 
maintenance  force. 


Fire  Protections 


Kgs  six  individual  systems,  never  completed. 
A vo rape  pressure  is  140  lbs.  Depend  on 
municipal  fire  departments,  which  tro  within 
ten  minute e*  run  of  institution* 

/ 

KEEPS: 

Urgent:  Fire  alarm  system. 

Additional  cottar©  - girls * group. 

Kitchen  facilities  in  hospital  Building* 

Correct  ramp  in  A omens * Jnit. 

Present ? Revamp  and  enlarge  ov;er  plant. 

Addition  to  hospital  with  provision  for  tuberculosis 

wards . 

Enlarge  laundry. 

Cotta. os  for  physicians. 

Buildings  for  at  least  1000  additional  patients. 
Enlarged  school  facilities. 

Employees*  building  at  : ©male  Unit. 

future:  Ward  buildings  to  bring  capacity  up  to  4000  patients. 

Increased  sewage  disposal  facilities. 

C0MKT3ITS: 

This  institution  servos  the  most  populous  half  of  the  state 
and  most  of  the  populous  congest ed  areas.  IfcB  waiting  list  is 
the  largest  in  the  State  m d it  has  a considerably  smaller 
capacity  than  Polk  in  the  western  section.  Its  needs  shpuld 
therefore  have  primary  attention.  The  ramp  from  the  kitchen 
in  the  girls*  unit  is  quite  baser  clous  because  of  grade , and 
should  be  corrected  before  a serious  accident  occurs. 


POLK 


S?A 


SCHOOL 


Authorised:  1393# 


Opened:  1397. 


Hoard  of  Trustees: 


Address 


1.  J.  V.  :■  ramp  ton 
2*  A*  R#  Horton,  Jr# 

3#  Mrs#  Mary  Alice  Heeler 
4#  Blaine  Harrington 
5*  C.  Arthur  Blass 
0#  R#  Bruce  McKinney 
7#  John  L#  Harrison 
3#  John  0* Donnell 


Oil  City 
Smlenton 
’Vest  Hickory 
franklin 

: iio 

Titusville 
Greenville 
Oil  City 


present  District: 

Counties:  heafcern  half  of  i ennsylvania  - 33  counties* 

Population  of  District:  4,172,335.  Area  of  district:  2,017,323 
Total  Property  Value:  |5, 121 , G07 • 


Population  of  Hospital  - June  let:  T.  3193*  — H#  1G34.  . 1490 

Department  Rated  Capacity:  3320#  Ho  to  use  of  72  beds  for  boy 

lost  temporarily  through  fire  at 
Lakosido  on  March  22,  1944# 


Gone  ral  Ota  tenon  t : THo  Polk  State  GcHool  is  located  in  Venango 

County,  approximately  six  miles  west  of  the 
town  of  Franklin.  THc  school  is  on  U#  S* 


Highway  #G2,  being  on  a slight  elovation,  surrounded  by  »lo^inc. 
Mils#  General  landscape  gardening  is  excellent  and  the  o::~ 
terlor  of  the  buildings  make  a favorable  impression# 


UTILITIES: 


V.ator  Supply:  Private,  source  springs  and  crock,  collected 

in  a reservoir  with  a capacity  of  950, 0CC 
gallons#  Daily  use  of  water  said  to  be 
500,00  gallon a.  Inade  uate  water  distribu- 
tion system#  Pressure  variation  from  20  to  70  pounds  at 
outlets.  hater  chlorinated  at  pump in  : station#  Hoods 
separate  fire  linos. 


-119- 


Sewage : Disposal  plant  adequate  for  4000  persons  but  reno- 

vation and  replacement  needed* 

Power  & Light:  Throe  generators*  Capacity  total  11(  0 *b* 

(1  - 000;  C - 200) • Good  condition*  bmer- 
gency  throurh  Penns . Flee trie  Company  for 
auditorium*  Inadequate*  hollers:  4 - 562  H*P*  each*  Food 
condition*  Use  soft  coal*  tokers*  Ash  removal  by  con- 
voyor# 

Laundry:  Superintendent  request  a a new  1 fu  r:  hul"  din,..  In 
else  sufficient  to  handle  approxiaatel;  400,000 
pounds  of  laundry  per  month* 


Storage  Fncl'FF  lee 


Vechanlcal  SI  .op as 


Two  buildings,  total  capacity  reported 
67,720  cu*  ft*  He  gar  (led  as  inadequate* 

Superintendent  would  remodel  old  laun try 
for  a . :di t ional  sp ac  e • 

Several,  and  a parently  adequate,  with 
the  exception  of  the  carpenter  shop. 
Superintendent  suggests  removal  of  car- 
penter shop  to  Cottage  0 after  brick 
veneering  son©* 


DIETARY  PI  SFARTHHN?  S 


Kitchen: 


Kino*  One  In  each  rrnin  groups  Foadowside,  Carden- 
side,  Terraco,  Sunny  side,  hakesltio,  • oodaide*  Has.  - 
it&l,  Colony.  He yarded  at  present  as  adequate  but 

superintendent  reco:.r.ionds  renovation  and  replacement 
of  the  equipment  of  the  t eneral  kitchen  In  the  main 
group  in  the  second  year  of  Ills  comprehensive  program* 


Refrigerations 


Dining  Hoons: 


One  building*  Hot  adequate  * Will  Ivowever, 
be  prep area  for  100,000  pounds  frozen  food. 
There  is  no  cannery* 

Ten  in  number*  Capacity  6C0  each,  of  Forth 
and  South  side  dining  rooms,  fain  group* 
funny side  400,  others  about  52C  each* 
Apparently  adequate • 


PATIEirr  DUILDIlsOC: 


6* 


Admission  Unit: 


Hone*  Patients  apparently  admit  od  and  placed 
according  to  age,  physical  and  intelligence 
level*  Superintendent  plans  to  adapt  present 
hospital  building  for  admission  and  dormitory 

purposes* 


c 
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Ilospital:  Capacity  Tor  205.  /.oconmo  dating  tho  111  a nd  In- 

firm of  both  3ex03*  In  tho  basement  tiro  located 
the  laboratory  and  rooms  for  extra-mural  clinical 
examinations* 

Tuberculosis  Uni t ; Hone*  Patients  segregated  and  treated  In 
11  " tlio  Hospital  Building*  Tuberculosis 

causes  30,  of  deaths*  Incidence,  accord- 
ing to  Health  departmental  survey,  2 * 
Superintendent  plains  to  dovoto  a special 
wing  of  tho  proposed  now  hospital  building 
for  tuberculosis  cases* 

Cthors:  . uil dings  designated  for  various  types  according  to 

intellectual  level,  physical  disabilities,  and  the 
ability  to  work  and  care  for  themselves;  e.g*  — — 

Sunny side:  400  wor'clu*  boys* 

Terraco:  400  working  (iris* 

Lakeside:  300  eustodial,epileptic,  and  lor- 

grado  boys. 

bardencido : 300  custodial,  epileptic,  and  lov;- 
grade  iris* 

The  newest  building,  : oaaov/oido,  may  be  considered 
an  infirmary  for  girls.  A similar  building  planned 
for  boys* 

Adnlnl  stmt  ion  Building : lain  ’Mildiu.  : centre  of  original 

group.  Offices,  dining  room,  kitchen 
on  first  floor*  Board  Room  and  quar- 
ters on  second  floor*  Heeds  to  be 
extended* 

Recreational  ■ Cccupatlonai  uildln  :s:  A fine  auditorium.  Also 

a small  gymnasium  in  tho 

main  (roup.  lacilities 

and  use  of  same,  apparently  adequate;  e.g*,  basketball,  Baseball, 

motion  pictures,  dances,  pageants,  etc.  numerous  we  1 1-e quippo d 
school  and  occupational  therapy  rooms* 


HOUSING: 

Staff: 


Superintendent : A modem  substantial  residence* 

Physicians:  Apartments  in  tlio  various  building  s,  five  being 

in  patient* s buildings*  one  in  Administration 
Building*  Hot  adoquate* 


Others:  Farmer  and  -.orders r have  only  other  hones. 

* 

Employees;  Rooms  scattered  about  in  various  patients  build- 
in  rs,  sore  located  in  separate  ’.vine  or  corridor. 


Plumbing:  Fair*  Hoed  revamping. 

lilrlnrf.  A.C.  110.  4 wire,  3 phase.  Condition  ood. 

Fire  Protection:  Fire  alarm  system  inadequate.  Fire  marshal 

is  the  mechanical  director.  Hear by  fir© 
companies  available.  Hater  pressure  varies 
from  20  to  7C  pounds.  Jieadovside  entirely 
without  hj  .rant  fire  protection* 


HEEDS: 

Urgent:  Revamp  water  supply  distribution  s.  stem,  especially 

for  fire  protection. 

Ire sent*  Ionova to  sewage  disposal  plant*  Euperintendent 

would  like  to  secure  the  am  Colony  for  24  boys  to 
be  located  near  the  new  Iggery  without  delay* 

Future:  bow  hospital  bull  dir..;  v 1th  wing  or  tuberculosis 

patients;  renodol  ©sent  hospital  building  for  ad** 
mission  and  dormitory  purposes;  now  laundry  building  - 
using  present  lai»ndry  for  storeroom  purposes;  talf 
cottages;  uoya * Infirmary  (to  correspond  in  moral 
to  he&dowside,  the  newest  built' Irg  , an  in:  Irua:*..  for 
girls ) . 


COKKEKTSt 

A well-conductcd , ploasi  i ly  planned  Inst  ion,  founded  a 
continued  on  a tradition  of  cleanliness  and  oi’dor.  It  .an  had 
the  advantage  of  the  services  of  ol  tine  employe os  in  key  posi- 
tions* X&qployee  situation,  ©von  in  those  difficult  ti  os,  quite 
stable  so  far*  Terrain  permits'  indefinite  expansion. 


Tboro  is  a waiting  list  of  631 


• t.'  * : 


OEIIKSOIIOVE  STATE 


COLOKY 


Authorized: 


Opened:  1920. 


hoard  of  Trustee a: 

1*  A.  Um  Gaudier 

2*  hr.  Edward  A.  Phillip* 

3.  J.  B*  Parson 

4.  Elmer  3asho re 

5.  Halph  Gaul 

6#  Dr.  Samuel  r*  hats 
7.  Sanuol  1.  . ubb 
G.  Ur s*  Matilda  PortzXinc 
9.  L.  C.  Buffington 


/ddross 

Middleburg  - President 
III  1 ton  - Vice-President 
Port  Poyal  - rocrotary 
IcAli  s te  rv  tile 
’ . alnut 

Thompson town 
McClure 
Selin  strove  ' 

Hianmels  liarf 


Present  I 1 strict:  thole  state. 

Population  of  llatrlct : 9,900,180.  Aron  of  district:  45,045  s^.r.ii. 

Dotal  Property  Value:  1,126,545,  exclusive  of  G.E.A. 

Population  of  Hospital  - June  1st:  V.  831  — 645.  id  236. 

Department  Hate..  3 opacity:  355. 

Overcrowding : 26.  Eaitin,  list:  35.  ( Approximately  1200 

in  institutions  for  men- 
tally ill  and  mentally 
defective  should  be  transferred  to 
felinayrove. 

C-enoral  statement : Locatod  on  roll  in  country  Just  beyond  the 

town  of  Sol  in  strove.  Consideralbe  tillable 
land,  with  a background  of  elevation  upon 
which  the  Hospital  Building  is  located.  Also,  the  superinten- 
dent* s and  Ms  assistants*  residences,  the  reservoir  and  stand- 
pipe.  A beginning  has  been  node  in  tree  plant Ln  , road  build- 
ing, and  general  landscaping,  with  effective  results.  The  3 
original  buildings  are  located  on  the  lower  level,  tho  other 
groups  on  tho  elevated  portions,  with  the  exception  of  the 
hale  farm  colony  building. 


UTILITIES > 

a ter  Supply!  Artesian  wells.  There  is  a stand  gipe, 

capacity  280,000  gallons 5 a reservoir, 
capacity  150,000.  I o chlorination. 

Pressure  50  pounds. 

Sewage : Attached  to  town  of  Sol ins grove  * Authorities 

have  complained  that  the  load  is  becoming  too 
great.  Sewage  is  delivered  raw  into  Penn’s 
Creek.  Thoro  should  be  a sewage  disposal  plant 
without  which  there  cannot  bo  a further  building 
program. 

rower  cc  Li  Jit:  Two  600  II.?.  boilers,  using  river  coal, 

stokor  fired,  in  00 d condition.  Make 

om  electricity.  Two  oneratore,  one  000  K .W* 
the  other  200  }'•'  • A.C.  typo  adequate  at  pres- 
ent. Emergency  lifting,  through  Pen:  sylvai.ia 
Power  f Light  Company.  Adequate  and  capable 
of  expansion. 

Laundry:  Adequate. 

Storage  Facilities?  Scattered. 

Mechanical  Shops:  Cinder  block  buildings  house  a carpenter 

shop,  electrical  and  plumbing  shop,  and 
a blacksmith  shop. 

DIETARY  DETAHTMhHT : 

Kitchen:  Seven.  Modem  equipment  and  adequate. 

Refrigeration:  Eleven  uniws,  no  dam  and  adequate. 

Pin! nr  Rooms:  Sixteen  dining  rooms.  Apparently  adequate. 

" Make  possible  classification.  A cafeteria 

in  E group,  capacity  40. 

PATI~  HT  MUILPIMOS: 

Admission  Units  None.  Hospital  guildlng  used  as  admission 

unit. 

Hospital:  Wo  11- equipped  but  rather  email,  considering,  the 

various  present  uses,  l.e.,  admission,  tubercu- 
losis cases,  and  other  physical  illness  cases. 


Disturbed  Units: 


Two#  Capacity  for  men  DC 5 for  woneri  70# 
Planned  as  maximum  security  bull  lines, 
they  have  provod  to  be  inadequate  and 
rather  flimsy,  especially  for  the  segre- 
gation of  disturbed  men# 

Tuberculosis  Unit:  None*  five  cases  of  tuberculosis  cared 

for  in  the  hospital  building# 

Infirmary:  Hone,  except  Hospital  building# 

Gontinuad  Caro  Unit:  Most  of  the  cottages,  except  the  Hospital 

Building,  may  bo  so  considered.  However, 
some  of  them  are  designed  for  children 
and  contain  classrooms# 

Isolation!  Hone,  except  in  Hospital  Building,  The  Units  for 

disturbed  and  continued  care  are  provided  with  a 

few  single  roc er  the  temporary  seclusion  of 

a disturbed  patient# 

Administration  Building;  Adequate.  Containing  offices,  a 

Board  Boom,  quarters  for  visitors, 
a dining  room,  and  serving  roon. 

Recreational  i Occupational  Buildings:  mbitorium,  capacity 

7U0#  For  religious 

services,  movies,  plays 
dances  and  so  on#  Ade- 
quate • 

Others:  Various  farm  and  industrial  buildings# 


HOUSING: 


Staff: 


Superintendent : Substantial  brick  house  "or  superintendent# 

Physic  Ians:  A brick  house,  similar  to  that  of  the  superin- 

tendent is  provided  for  his  assistant. 

A frame,  remodelled  farm  house  is  available 
for  another  physician  when  he  is  cccurod. 

Others:  Various  hones  for  other  ;©y  employees. 

Employees : Attendants,  nurses  and  cottage  help  live  in  patients1 
buildings  on  coparate  floors#  Fairly  adequate# 


Plural? inn 8 For  most  part  Good. 

Wiring:  Modern* 

3enorsl : TJ^pkeep  good  accept  in  buildings  for  disturbed 

patients,  where  fchoro  is  more  or  Isas  destruction 

Fire  rrotection:  Good*  adequate  fire  alarm  system  and 

sufficient  portable  fire  ext In  uishere* 
Supervisor  acts  as  fire"  ’marshal#  felina- 
yrove  town  apparatus  available#  Dulldlr  ;s 
ore  modern  and  firo  'resistant# 


?r,bps> 
urgent : 
Future ; 


A sewage  disposal  plant. 


Additional  buillin,  s for  patients  should  be  con- 
sidered in  a comprehensive  building  program  to 
increase  the  capacity  ultimately  to  250G# 


In.  planning  future  bull  din,  c,  couc-deration 
should  be  seriously  , .Ivon  to  the  use  of  ranps 
instead  oi  stairs*  buporinte  .dent  6?:iphabizecl 
the  number  uT  accidents  due  to  patients  Innving 
to  go  up  and  down  stairs  so  uany  times* 

More  secure  buildings  should  be  included  In  the 


program  in  order  that  the  Colony  may  bo  bo t tor 
prepared  to  x'-e  calve  end  care  for  the  more  diff  i- 


cult types  of  cnees,  i#e.,  aha  violent  and 

assaultive,  the  criminal,  the  ones  inclined  to 
leave  without  permission  and  become  involved  in 
community  difficulties* 


Ultimately,  there  should  be  bet  er  fucill  Uis 
for  the  segregation  and  treatment  of  tuberculous 

patients* 


As  children  accumulate  anon  the  patients.  It  is 
probable  that  in  time,  better  classroom  facili ' io 
will  be  required,  perhaps  in  a separate  building* 

Additional  physicians*  residences* 

building  for  employee a* 


CQI&CTTS:  Criticisms  arc  made  by  some  visitors  because  the 

bull  dines  arc  so  far  apart*  Tills  was  definitely 

planned  in  order  to  separate  the  sexes,  and  the  e 
children  from  the  adults,  thus  affording  the  maxi- 
ffitaw  amount  of  freedom  and  ground  parole  for  suitable 
patients* 

The  Colony  shows  definite  progress,  in  e ito  of 
Board  of  Trustees  difficulties,  wartime  personnel 
loss,  and  small  medical  staff  — only  two  physicians 
including  the  superintendent* 
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Appendix  7 

SEWAGE  DISPOSAL  AT  STATE  MENTAL  HOSPITALS 

In  the  body  of  the  report  rendered  by  the  Board,  atten- 
tion was  invited  to  the  unsatisfactory  disposal  of  sewage  at 
many  of  these  institutions*  The  report  referred  to  the  fact 
that  "untreated  sewage  is  being  disposed  of  in  a number  of  in- 
stances into  nearby  streams  in  violation  of  the  rules  and  prin- 
ciples of  sanitation  and  that  few  sewage  plants  inspected  are 
modem  or  adequate  an <T  require  either  extensive  repairs  or 
additions,  or  complete  replacement *w 

It  appears  that  the  disposal  of  sewage  at  many  of  the 

a 

hospitals  is  in  violation  of  the  Act  of  June  22,  1937,  P*L* 
1987,  and  is  being  carried  on  without  permits  or  In  violation 
of  the  policies  under  which  the  Sanitary  Water  Board  is  opera- 
ting* 

A report  consequent  upon  the  general  Inspection  by  the 
Board  will  be  found  in  the  Appendix  relating  to  the  inspection 
of  each  institution* 

In  addition  to  those  reports  of  the  Board* 3 inspection, 
the  following  are  extracts  from  reports  and  recommendations 
made  by  the  Department  of  Health  of  a number  of  these  institu- 
tions* It  is  understood  that  where  no  such  report  is  given 
below,  no  inspection  and  recommendation  by  the  Department  of 
Health  has  been  made  to  date.  These  reports,  however,  do  not 
go  back  further  than  December,  1943* 
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ALLENTOWN  STATE  HOSPITAL 


Report  of  the  Board* s Inspections 

Disposal  plant  on  plot  east  of  buildings  overloaded  

requires  renod© ling  and  enlargement  or  a new  plant. 

Report  of  II.  E.  Hoses,  Chief  Engineer,  Bureau  of  Sanitary 
ISglnocrlng,  ^epartnont  of  Health,  December  6,  1045,  'to  "time 
Secretary  or  Property  and  Supplies: 

The  original  sewage  treatment  works  was  built  in  1914  and 
extended  in  the  early  twenties.  At  present  the  plant  is  heavily 
overloaded  and  many  of  the  original  units  have  become  unservice- 
able • 

At  the  request  of  the  Hospital  authorities^  we  made  a survey 
of  the  sewage  treatment  plant  needs  in  June  1943.  Our  report 
recommended  that  the  plant  be  enlarged  to  provide  for  a future 
population  of  2500;  provisions  should  be  made  for  a new  screen 
chamber;  the  abandonment  of  the  existing  primary  tanks  and  tho 
installation  of  new  primary  tanks,  preferably  of  the  Imhoff 
type;  the  present  trickling  filter  bo  doublod  in  size,  tailing 
into  consideration  certain  structural  weaknesses  existing  at 
present;  retention  of  existing  chlorination  facilities  and  final 
settling  tanks;  construction  of  now  sludge  drying  beds  of  suff- 
icient capacity  to  properly  serve  the  institution,  preferably 
with  glass  covers. 

The  above  improvements  are  vitally  needed  because  tho  present 
plant  is  not  only  overloaded  but  has  certain  structural  defects. 


CLARKS  SUBMIT  3TATFC  HOSPITAL 


Report  of  the  Board* 3 Inspection: 

Disposal  plant  in  fair  condition.  Located  on  the  main  road 
along  front  of  hospital.  Adequate  for  1500  beds.  Complete 
treatment  Including  chlorination. 


( 


DANVILLE  STATE  HOSPITAL 


Report  of  the  Board1 s Inspection: 

Institution  has  its  own  sewage  disposal  plant  which  is 
adequate  for  present  population* 


EMBREEVILLE  STATE  HOSPITAL 


Report  of  the  Boards  Inspection: 

Inadequate  disposal  plant* 

Report  of  II*  E,  Kosesj  Chief  Dagineer,  Bureau  of  Sanitary 

Engineering , ^epartmont-  of  ' health,  Ifovember  23,  1343/  to  the 
gocfe ta'rj;  og-gonergy  ~Si5"~gu|'pTfe's : ’ * ' 

The  existing  sewage  treatment  works  needs  to  be  revamped 
or  enlarged  either  on  the  basis  of  the  present  population  or 
in  consideration  of  expansion* 


FAR VIEW  STATE  HOSPITAL 


Report  of  the  Hoard* s Inspection: 

Institution  has  its  own  sewage  disposal  plant  which  is  now. 
Condition  is  excellent.  Has  capacity  for  1500  population, 
except  settling  basin  which  is  constructed  for  1000* 

Report  of  H*  E*  Hoses,  Chief  Engineer,  Bureau  of  Sanitary 

Engino eri ng , 'bep ar tment~o h Ho alfai*  ' November  '23,  1945*  to  the 
Secretary  of  Property  land  Supplies; 

The  hospital  has  its  own  sewage  treatment  works,  extonded  in 
1937.  At  that  tine  the  population  was  approximately  1000  and 
the  new  units  were  installed  to  accommodate  1500*  It  v/as  brought 
out  at  that  time  that  the  existing  resettling  basin  is  adequate 
for  a population  of  1000  only,  and  since  the  plant  Is  now  serving 
a population  of  appro ximately  1200,  this  basin  should  be  enlarged 
by  the  addition  of  one  unit.  The  net/  sludge  bed  should  be  cover- 
ed. In  1937,  it  was  recommended  that  a portable  pump  for  re- 
moving  sludge  from  the  resettling  basin  should  be  purchased. 

This  lias  not  been  done  and  tne  recommendation  Is  herewith  repeated. 


1 


HARRISBURG  STATE  HOSPITAL 


Report  of  the  Boards  Inspection: 

City  of  Harrisburg1 s lines  capable  of  indefinite  expansion. 


HCLLIDAYSBURG  STATE  HOSPITAL 


Report  of  the  Board* s Inspection: 

Empties  Into  Hcllidaysburg  sewer.  Adequate  for  present 
needs  and  moderate  expansion. 


MAYVIEVj  state  hospital 

Report  of  the  Board* s Inspection; 

Disposal  direct  Into  Chartiers  Creek.  Many  sewers  overloaded 
the  piping  being  too  small.  Condition  poor. 

Report  of  H.  L‘«  Hoses.  Chief  I fcglneor,  bureau  of  Sanitary 

Knglrieering/I)eoartment  of  l!oal¥h,"  "i)ecenbcr  (3,  1043,  to  the 
Secretary  oi  Property  and  Siipplie s : 

Sewage  Is  discharged  into  the  acid  waters  of  Chartiers  Creek. 
No  Improvements  needed. 


NORRISTOWN  STATE  HOSPITAL 


Report  of  the  Board* s Inspection; 

Sewage  empties  into  sewerage  system  of  Norristown.  Sowers 
are  inadequate  but  in  fair  condition.  They  are  not  of 
sufficient  size  to  permit  discharge  Into  then  of  any  sewage 
incident  to  further  building  construction.  The  hospital 
pays  Norristown  approximately  ^4700  per  year  for  sewage  dis- 
posal. Sewer  lines  must  be  enlarged  or  hospital  provided 
with  a sewage  disposal  plant. 

Report  of  II.  E.  Moses.  Chief  Engineer,  Bureau  of  Sanitary 
Engineering,  Department  of  Health,  November  E2>,  IN4o,  to  the 
EU^reUaVy  of  "Property  "SHcl  "Supplies : 

Sewage  is  disposed  of  into  the  borough  of  Norristown* s sowor 
system  and  we  understand  this  arrangement  is  satisfactory. 


I 
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Philadelphia  state  hospital 

Report  of  the  Board* s Inspection: 

M.r  r I-**—  - - — - — — — 

Sewage  disposal  plant  inadequate  and  greatly  in  need  of 
repair*  Discharges  into  Poquessing  Creek  two  miles  above 
city*s  water  intake  at  Torreedale*  No  further  expansion 
can  be  made  unless  addition  is  made  to  this  disposal  plant* 

Report  of  E*  E*  Mose3,  Chief  Hhj  inoer*  Bureau  of  Sanitary 
Sn^ineerinn,  Department  of  Health*  Do  comb  or  6»  1945,  bo  she 
Secretary  or  Property  and  Supplies: 

This  institution  has  a sewage  treatment  works  the  effluent 
from  which  is  discharged  into  Poquessing  Creek  approximately 
two  miles  above  the  c itjts  water  works  intake  at  Torresdale* 

The  Sanitary  hater  Board  issued  a sewerage  permit  on  August  18, 
1943  approving  plans  for  largo  necossury  additions  to  the  ex- 
isting sewage  treatment  works,  which  additions  were  extending 
and  modernizing  the  existing  plant  and  to  provide  increased 
capacity  and  care  for  the  additional  load  of  sewage  expected 
g'k  because  of  major  building  additions,  of  which  only  two  or  three 
units  have  thus  far  been  constructed. 

We  understand  that  the  proposed  sewage  plant  additions  Lave 
not  yet  been  made  because  of  the  priority  situation  on  critical 
materials,  but  these  works  should  be  constructed  as  soon  as 
conditions  will  permit* 


RETREAT  STATE  HOSPITAL 
Report  of  the  Board* s Inspection: 

Direct  into  river  through  two  sewer  lines*  No  treatment* 


SOMERSET  STATE  HOSPITAL 

Report  of  the  Board* s Inspection: 

Insufficient  — in  poor  condition*  Disposal  north  of 
institution  buildings. 

Report  of  II*  E*  Hoses, Cliief  Engineer,  Bureau  of  Sanitary 

Sn“  '^Ino eringV" Department  of  iioTTl^h,  November  25,  1945,  t~o  the 
Vf)  Secretary  of  Property  "and  Supplies:  * 2 


At  present,  all  the  sewage  from  the  institution  is  conducted 
to  a treatment  plant  consisting  of  septic  tanks,  dosing  apparatus 


and  intermittent  sand  filters.  This  plant  has  been  in  exist- 
ence for  many  years  and  is  not  producing  an  entirely  satisfactory 
effluent  for  disposal  into  a small  run  which,  is  really  a wet 
weather  run  and  some  complaint  has  been  made  to  the  institution 
authorities  concerning  the  matter.  'This  plant  is  at  present 
carrying  a slight  overload  and  should  be  cleaned  and  rehabili- 
tated and  put  in  satisfactory  operating  condition. 

If  the  institution  is  to  be  expan  ed,  then  the  present  sewage 
treatment  works  will  not  be  adequate  and  will  need  to  be  ex- 
tended or  a new  plant  constructed. 


TQRRAIfCh  STATS  HOSPITAL 

Report  of  the  board’s  Inspection. 

Sewage  system  plant  in  satisfactory  o,  eration  but  inadequate 
for  present  population  and  allows  for  no  expansion.  Over- 
load is  now  nearly  50$£.  The  sewage  bed  must  be  raised  as 
part  of  the  Conemaugh  River  flood  control  project  of  the 
United  States  Army  Engineers. 

Report  of  II.  5.  hoses.  Chief  Engineer,  Bureau  of  Sanitary 
Engineering  , department  of  rJealtli,  hecoi.ibc r , 1d43,  to  uno 
Secretary  of  Property  and  Supplies: 

The  sewage  treatment  plant  at  this  Institution  v/as  designed 
for  a population  of  around  2000  and  it  Is  at  present  serving 

approximately  2900.  A preliminary  general  scheme  of  plans 
was  considered  in  1933  for  expanding  the  plant  but  the  work 
was  never  undertaken. 

If  the  Institution  continues  to  grow  or  if  there  is  any 

extension  or  addition  to  increase  its  capacity,  then  additional 
units  of  sewage  treatment  will  have  to  bo  provided. 

Furthermore,  the  institution  authorities  advise  that  if  the 
Conemaugh  River  flood  con  rol  project  is  consummated  by  the 
United  States  Army  Engineers,  the  present  sewago  treatment  plant 
site  Y/ould  be  under  water  at  times  of  maximum  elevation  in  the 
stream.  If  this  occurs,  then  it  may  be  necessary  to  find  a 
new  site  for  treatment  works  and  construct  an  enbirely  separate 
plant. 


WARHEK  STATE  HOSPITAL 

Report  of  the  Board* s Inspection: 


Sewage  plant  old,  overloaded,  inadequate  — needs  revamping 


( 


and  enlargement. 


Report  of  H.  E.  Hoses,  Chief  Engineer.  Bureau  of  Sanitary 
Engineering,  department  oYhealth,  November  23,  1043,  to  the 
Secretary  or  Property  and  Supplies:  * 

The  original  sewage  treatment  works  at  Warren  State  Hospital 
was  constructed  in  1913  and  has  been  in  operation  since  then. 
Plans  were  prepared  in  1937  to  enlarge  and  modernize  the  plant, 
which  work  was  badly  needed.  Final  detail  plans  were  submitted 
January  17,  1938,  but  these  did  not  include  enlarging  the  trick- 
ling filter  as  was  approved  in  the  preliminary  plans,  or  the 
building  of  an  additional  sludge  bed.  Some  plant  improvements 
were  made  in  the  fall  of  1937  or  early  in  1930. 

The  permit  approving  the  plans  issued  by  the  Sanitary  Water 
Board  contained  a requirement  for  enlarging  the  sludge  beds  to 
provide  an  area  of  not  less  than  3750  square  feet  and  of  in- 
creasing the  capacity  of  the  trickling  filter  as  the  load  made 
necessary. 

Part  of  the  improvement  work  included  the  removal  of  the  fine 
stone  on  the  trickling  filter  and  its  replacement  by  new  stone 
1-1/2  inches  to  2-1/2  inches  in  size  with  sufficient  additional 
stone  to  bring  the  depth  of  the  filter  up  to  its  original  depth 
of  7 feet.  Examination  of  the  filter  stone  indicates  it  con- 
tains a considerable  amount  of  material  smaller  than  the  minimum 
size  specified. 

The  filter  underdrains  are  precast  concrete  half-round  tile. 
There  has  been  a tendency  for  the  underdrains  to  disintegrate 
but  we  understand  that  the  contractor  in  his  removal  and  replace - 
mant  of  filter  stone  used  a power  tractor  type  shovel  and  trucks 
on  the  filter.  Possibly  this  has  hastened  the  deterioration  of 
the  underdrains. 

The  filter  media  in  the  existing  filter  should  be  removed 
and  screened  and  the  fine  material  replaced  with  filter  stone 
of  satisfactory  size.  The  filter  media  added  should  be  pur- 
chased and  installed  to  conform  to  the  recommendations  of  the 
American  Society  of  Civil  Engineers  for  trickling  filter  media 
and  its  placement  in  a filter.  The  existing  underdrains  should 
be  inspected  and  replaced  where  required,  or  preferably  a better 
or  more  modern  type  of  underdrains  should  be  installed. 


The  plans  for  plant  improvement  which  were  approved,  provided 
for  the  addition  of  a 30  foot  extension  to  the  trickling  filter. 
This,  if  built,  would  provide  for  a population  of  about  4000. 
Present  population  3100.  It  would  also  bring  the  filter  Into 
proper  balance  with  the  other  plant  units  and  provide  capacity 
for  effecting  a high  degree  of  purification.  Consideration 
should  be  given  to  such  extension. 


WERNERSVILLE  STATE  HOSPITAL 


Report  of  the  Board1 s Inspection: 

Sewers  on  State  property  new  sufficient. 


WESTERN  STATE  PSYCHIATRIC  HOSPITAL 
Report  of  the  Board* s Inspection: 

City  of  Pittsburgh  sewer  system. 


WOODVILLE  STATE  HOSPITAL 

Report  of  the  Board*  s Inspections 

Sewage  untreated  - emptied  into  Chartiers  Creek. 

Report  of  H.  E.  Moses,  Chief  Engine or.  Bureau  of  Sanitary 
j^ngineering.  Department  of  health,  December  5,  1$43,  to  the 
Secretary  of  Property  and  Supplies: 

Sewage  is  discharged  into  the  acid  waters  of  Chartiers  Creek 
and  no  improvements  are  needed. 


RANSOM  MENTAL  HOSPITAL 


Report  of  the  Board* s Inspection: 

Disposal  plant  1/4  mile  from  hospital.  5"  pipe  too  small. 
Effluent  chlorinated  and  discharged  into  river. 


LAURELTON  STATE  VILLAGE 


Report  of  the  Boards  Inspection: 


Disposal  plant  l/3  mile  from  hospital.  Effluent  chlorinated 


and  discharged  into  Laurel  Run.  Plant  adequate  for  popu- 
lation of  2000. 


PEKNHURST  STATE  SCHOOL 

Report  of  the  Board8  s Inspection: 

Institution  has  its  own  sewage  disposal  plant  which,  in 
general,  is  adequate  for  the  present  population.  Some 
repairs  are  needed  and  the  outfall  grade  increased  to  pre- 
vent clogging.  General  condition  otherwise  good. 


Report  of  H.  E.  Moses,  Chief  Engineer,  Bureau  of  Sanitary 


Engineering,  Department  of  Heal 


November  25,  1545,  -bo  the 


Secretary  of  Proporty  and  Supplies: 


This  institution  has  a fairly  modem  sewage  treatment  works. 
However,  the  existing  digester  when  constructed  was  not  a new 
unit  but  merely  the  conversion  of  3 existing  septic  tanks.  This 
has  not  functioned  properly.  Study  should  be  iven  to  the 
sludge  digestion  process,  whether  the  institution  is  expanded 
or  not.  If  expanded,  then  extension  to  the  plant  will  be 

needed.  The  plans  as  approved  provided  12  aerators  and  4 

final  settling  tanks  but  only  6 aerators  and  2 final  settling 
tanks  were  constructed. 


Meanwhile,  minor  repairs  are  necessary  at  the  sewage  treat- 
ment works,  3uch  as  (a)  Sewage  Flow  Recorder  out  of  order;  (b) 
Return  Sludge  Indicator  out  of  order;  (c)  Sluice  gates  In 
aeration  tanks  need  repairs;  (d)  Valves  in  existing,  digestor 
need  repairs. 


POLK  STATE  SCHOOL 

Report  of  the  Board* s Inspection: 

Disposal  plant  adequate  for  4000  persons,  but  renovation  and 
replacement  needed. 

Report  of  H.  E.  Moses,  Chief  Engineer,  Bureau  of  Sanitary 
Engineering,  Department  of  Heal  Si,  5o comber  o,  T943,  to  the 
Secretary  or  Property  and  Supplies:  * 

The  sewage  treatment  works  Is  a plant  of  complete  treatment 
and  was  constructed  in  1908.  The  primary  treatment  units 
were  rebuilt  in  1937  and  are  satisfactory  except  that  the 
mechanical  equipment,  the  screen  cleaning  mechanism  and  the 


to 
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flocculators  are  out  in  the  open.  This  plant  is  in  an  ex- 
posed position  on  the  top  of  the  Allegheny  Mountains*  and 
plant  operation  experience  has  indicated  the  need  for  suit- 
able housing  for  this  equipment.  There  also  should  be  a 
duplicate  direct-connected  blower  and  extensions  to  the 
flocculator  drive  shafts  to  overcome  some  troublo  experienced 
with  sewage  working  into  the  gear  reducers. 

The  trickling  filter  was  constructed  as  a part  of  the 
original  sewage  treatment  works  and  was  provided  with  native 
soft  sandstone  as  a filter  media.  This  stone  on  the  surface 
of  the  filter  weathered  and  eroded  until  there  was  much  fine 
material  on  the  filter  which  was  found  to  bo  objectionable 
for  efficient  operation.  Part  of  the  1937  plant  reconstruc- 
tion provided  for  removing  the  top  course  of  disintegrated 
stone.  Unfortunately,  the  contractor  was  permitted  to  use  a 
power  shovel,  a bull  dozer  and  trucks  on  the  top  of  the  filter 
to  remove  the  disintegrated  stone  and  to  place  the  new  stone. 
This  heavy  equipment  crushed  the  top  stone  on  the  filter  sur- 
face and  consequently  after  the  stone  was  removed  and  new  stone 
placed  on  the  filter,  conditions  were  as  bad  as  previously. 

^ One  of  the  difficulties  at  this  plant  over  the  years  has 

been  occasioned  by  sand  from  stone  lodging  in  the  filter  under- 
drains, in  the  final  settling  basins  and  in  the  sludge  with- 
drawal lines  from  the  final  settling  basins.  It  is  reportod 
that  more  difficulty  has  been  experienced  since  the  stone  re- 
placement than  bofore.  We  were  informed  that  it  required 
three  weeks  recently  to  clean  one  of  the  final  settling  basins 
because  of  the  difficulty  of  removing  sand  from  the  basins  and 
the  sludge  line. 

When  plans  were  prepared  for  modernizing  the  primary  units 
of  this  plant,  consideration  was  given  to  replacement  of  all 
of  the  filter  media  but  it  was  thought  that  replacement  of  the 
top  stone  would  permit  continuing  present  filter  media  for 
some  years.  It  would  seem  that  complete  replacement  is  now 
Indicated.  If  that  should  be  done  and  the  filter  supplied 
with  a durable  media  of  proper  size,  meeting  customary  speci- 
fications, and  put  in  place  with  care,  this  unit  of  the  sewage 
treatment  works  should  function  efficiently  and  effectively 
for  years  to  come.  The  existing  plant  has  capacity  without 
enlargement  to  provide  for  the  Institution  for  some  years  in 
the  future,  if  suitably  improved. 

The  trickling  filter  should  be  provided  with  new  modern 

I underdrains  and  repairs  should  be  made  to  a considerable 

portion  of  the  filter  walls  where  they  extend  above  the  surface 
of  the  ground.  The  filter  distribution  system  is  adequate. 
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A worthwhile  improvement  would  be  the  construction  of  a 
mechanically  cleaned  final  settling  basin  to  replace  the  two 
existing  basins* 


SELINSGROVE  STATE  COLONY 


Report  of  the  Board* s Inspection; 

Sewage  is  delivered  raw  into  Fenna  Creek*  Authorities 
have  complained  that  the  load  is  becoming  too  groat* 
There  should  be  & sewage  disposal  plant  without  which 
there  cannot  be  a further  building  program* 


* 


. .s 
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Appendix  8 

PULMONARY  TUBERCULOSIS  AMONG  PATIENTS  AND  EMPLOYEES 

IN  MENTAL  HOSPITALS 

The  influence  of  environment  of  mental  hospitals  in 
spreading  infection  of  pulmonary  tuberculosis  has  been  men- 
tioned in  the  body  of  this  report,  and  specific  recommend  - 
ations  made  to  control  this  disease  by  initial  and  periodic 
examinations  of  patients,  those  in  attendance  and  other  em- 
ployees, by  X-ray,  and  the  segregation  in  special  hospitals 
or  wards  of  those  showing  clinically  significant  tuberculosis* 

Vital  statistics,  clinical  records  and  reports  of  investi- 
gations, including  X-ray  surveys,  show  that  patients,  attendants, 
and  employees  of  hospitals  for  the  mentally  ill,  feeble-minded 
and  epileptic,  constitute  one  of  the  most  highly  infected  groups 
of  the  popijtlation.  Some  documented  references  relating  to  these 
statistics  follow: 

1*  Death  rate  for  tuberculosis  in  Institutions  controlled 
by  the  Department  of  Mental  Hygiene  of  New  York  State 
was  found  to  be  approximately  twelve  times  that  of  the 
general  population*  — Annual  Report  of  the  Department 
of  Health,  Division  of  Tuberculosis,  of  New  York  State, 
1942. 

2.  Longview  State  Mental  Hospital,  Cincinnati,  Ohio, 

showed  a death  rate  among  patients  of  7 per  thousand, 
or  ten  times  that  of  the  general  population* 
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3#  Fifty  per  cent  of  deaths  in  institutions  for  the 
feeble-minded,  and  thirty  per  cent  of  those  in 
institutions  for  the  insane,  show  tuberculosis  as 
the  cause*  — Fishberg,  Lea  and  Febiger.  1932. 

4*  Autopsy  records  show  tuberculosis  as  the  cause  of 
20%  of  all  deaths  in  mental  institutions,  and  51% 
of  the  deaths  of  patients  who  died  five  years  or  more 
after  admission  in  Minnesota  institutions.  — American 
Review  of  Tuberculosis,  September  1941. 

5.  New  York  State  appropriated  funds  in  1941  for  the 
purpose  of  investigating  the  evident  prevalence  of 
tuberculosis  in  institutions  of  the  Department  of 
Mental  Hygiene.  Of  the  26  institutions  of  the  De- 
partment of  Mental  Hygiene,  15  had  been  surveyed  at 
the  end  of  1942.  Of  57,201  patients,  2479  cases  of 
clinically  significant  tuberculosis  were  found  by 
means  of  the  X-ray,  representing  4.3?'  of  the  patient 
population.  Among  11,018  employees,  147  cases  of 
clinically  significant  tuberculosis,  or  1,2%,  were 
discovered.  — Annual  Report  of  the  New  York  State 
Department  of  Health,  Division  of  Tuberculosis,  1942. 

At  the  Binghamton  State  Hospital,  an  X-ray  survey 
conducted  for  the  purpose  of  comparing  X-ray  methods. 


© 


using  14x17  inch  and  miniature  films,  4x5  inch  and 
35  mm.  films,  revealed  6,3%  of  pulmonary  tuberculosis 
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among  the  patients.  The  Eloise  Hospital  in  Michigan 
showed  prevalence  of  6.2$  among  4477  inmates,  and  3.5$ 
among  1200  employees .—  American  Review  of  Tuberculosis, 
September  1941. 


The  Bureau  of  Tuberculosis  Control  of  the  Department  of 
Health  of  Pennsylvania,  started  an  X-ray  survey  in  1943  of  the 
mental  hospitals  of  the  Department  of  Welfare.  The  35  mm. 


film  was  used.  The 

results  of  this  survey 

to  date  show  a 

somewhat  lower  rate 

of  tuberculosis  than  the 

general  reports 

throughout 

the  United  States  have 

indicated. 

This  will  be 

seen  in  the 

i following  tabulation  of  13,427  patients  in  eight 

) 

institutions  surveyed  by  X-ray 

as 

of  July,  1944: 

Ho spitals 

X-rayed 

Active  $ 

Arrested  $ 

Clinically  signifi 
cant  Tuberculosis. 

Harrisburg 

2550 

3.53 

.88 

4.41 

v/emersville 

2085 

3.41 

1.64 

5.05 

Warren 

3007 

2.39 

.82 

3.21 

Polk 

3141 

2.45 

.21 

2.66 

Mayview 

2944 

2.47 

1.45 

3.92 

Woodville 

1577 

2.54 

.63 

3.17 

Torrance 

2609 

2.49 

.86 

3.35 

<** 

Somerset 

514 

3.11 

.60 

3.71 

© 


These  figures,  taking  into  consideration  the  fact  that 
the  examination  by  the  miniature  film  was  in  roality  a screen- 
ing procedure  and  that  quite  a number  of  the  agod,  infirm  and 
bed  cases  could  not  be  examined,  would  justify  the  Board* s 
recommendation  for  hospitalization  for  the  tuberculous  of  these 
institutions  to  the  extent  of  5?Z  of  the  patient  population. 

It  should  be  noted,  furthermore,  that  the  bed  allowance  of 
5$  for  the  tuberculous  would  include  accommodations  for 
patients  under  observation  and  employees  of  these  institutions. 
The  unrecognized  case  of  tuberculosis  in  a hospital  is  a 
great  danger.  The  "cause  of  admission”  and  the  dominant 
clinical  picture  of  the  patient  tend  to  lower  our  guard  against 
this  danger.  This  factor  in  the  spread  of  tuberculosis  Is  a 
substantial  one  which  is  now  becoming  recognized  by  the  medical 
profession.  Among  nearly  5000  patients  admitted  recontly  to 
general  hospitals  in  New  York  for  miscellaneous  causes,  the 
X-ray  examination  revealed  2.8 fo  were  found  to  have  reinfection 
tuberculosis  of  which  1.10^  were  active  and,  therefore,  infec- 
tive. Most  of  these  cases  were  unsuspected.  Tho  high  rate 
of  infection  among  nurses  and  attendants,  including  medical 
students  and  interns,  is  believed  to  be  one  of  the  results. 

This  situation  is  loading  to  the  development  of  a policy  of 
subjecting  every  patient  upon  admission  to  a general  hospital 
to  an  X-ray  examination  of  the  chest  with  particular  reference 
to  tuberculosis.  This  procedure  is  especially  called  for  at 


J 
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hospitals  for  mental  conditions. 

The  Board* s recommendations  for  the  control  of  tuberculosis 
in  institutions  of  the  Department  of  Welfare  for  mentally  ill, 
feeble-minded  and  epileptic  provide  for  an  X-ray  examination 
of  all  patients  upon  admission,  or  as  soon  after  as  practicable 
and  every  two  years  thereafter  and  more  frequent  examinations 
of  nurses,  other  attendants  and  persons  coming  in  contact  with 
ward  patients. 


/ 
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Appendix  9 


POPULATION  TRENDS  AND  DEMAND  FOR 


INSTITUTIONAL  BEDS 


OVER  A TEN  YEAR  PERIOD 


In  projecting  tho  number  of  neoded  beds  for  the  nontally 
ill  at  a riven  time  In  tho  future,  several  factors  nuct  bo  ta'.en 
into  cons i derations 

(1)  TliO  general  level  of  population  at  various  dates  in 

the  future; 

(2)  The  shift  in  population; 

(3)  The  trend  toward  the  institutional  caro  of  the  men- 
tally ill,  based  upon 

(a)  the  Increasing  urbanization  of  our  general 
population; 

(b)  the  easier  accessibility  to  mental  hospitals 
because  of  improved  highway  facilities; 

(c)  the  improved  character  of  care  in  our  hospi- 
tals for  the  non tally  ill,  which  encourages 
individuals  to  commit  relatives  earlier  and 
with  lees  anxiety* 

To  project  tlie  possible  future  population  of  Pennsylvania, 
at  any  iven  date,  would  require  not  only  tho  gift  of  prophecy, 
but  a thorough  understanding  of  possible  social  end  economic 
shifts  that  would  come  in  n given  poriod*  In  December  1934, 
tlie  rtate  Planning  Board  of  Pennsylvania  issued  a coinprehene!  vo 
survey,  setting  forth  among  other  things,  their  estimates  of 
future  population.  Tliece  estimates  have  been  reasonably  well- 
substantiated  by  the  events  of  the  intervening  ton  year  period* 


1/ 
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The  summarising  otatonent  In  the  section  on  population  is  as 
follows i 

* Pennsylvanians  maxi  nun  population  will  bo  reached  possibly 
between  1055  and  10 CO,  with  slightly  more  than  ton  million  persons •" 
v;e  havo  therefore  felt  justified  in  taking  the  census  figures  of 
1940  and  assuming  no  radical  change  in  die  population  levels  of 
any  given  area.  Undoubtedly,  there  will  bo  changes  but  since 
all  hospital  districts,  except  the  definitely  urban  ones,  con- 
tain a number  of  counties  it  is  probable  that  many  changes  will 
be  nullified  by  compensatory  chan  ee  in  other  counties. 

We  com©  now  to  a consideration  of  the  demand  of  mental 
hospital  beds  p©r  100,000  of  population.  Pennsylvania* a ex- 

perience In  the  past  two  decades  is  shown  in  graphs  I and  II. 

When  the  national  Institutionalisation  ratios  are  pro- 
jected, considering  the  average  institutionalisation  throughout 
the  entire  United  States,  a very  similar  figure  is  reached,  as 
is  shown  In  graph  III. 

on  THE  BASIS  OF  THEBE  GRAPHS,  IT  WOULD  SEEM  REASON- 

ABLE A HD  CONSERVATIVE  TO  PROJECT  A HEED  FOR  45,000  BEDS  III  PUBLIC 
MEHTA  L I HOT  ITUTI  OB  S I B THE  STATE  OF  PEHH  SYLVAN! A 1H  1954.  This 

would  be  approximately  450  beds  per  100,000  of  population*  bon 
tills  Is  compared  with  the  present  bod  provision  in  the  How 
England  and  Middle  Atlantic  states,  it  would  soon  that  this 
estimate  was,  if  anything,  on  the  conservative  side.  boo 

© 

Table  A. 


It  Is  oanorally  conceded  that  there  Is  a variation  between 

v 

the  needs  of  the  rural  and  urban  population  for  hospital  beds. 
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Appendlz  9 

TABLE  A 


PATIEKTS  OP  AIX  HOSPITALS  FOR  1.XNTAL  DISEASE 
AT  TEE  BEGIMIEd-  OF  THE  YEAR 


BY  DIVISIONS  ALT)  STATES:  1958. 


Division  and  State 


Patients  in  Hospitals 

Rate  per  100,000  of 
estimated  population 


1938. 


HEW  ENGLAND 


472.5 


Maine 

Hew  Hampshire 
Vermont- 
Massachusetts 
Rhode  Island 
Connecticut 


505. 4 

400.6 
47C.8 
541.1 

384.6 
435.3 


MIDDLE  ATLANTIC 


439.4 


HEW  YORK 
New  Jersey 
Pennsylvania 


644.8 

383.7 

329.0 


Pat lent 3 in  Mental  Institutions,  1930. 
TJ.  S.  Department  of  Commerce 
Bureau  of  the  Census. 
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Appendix  10 

TABLE  A-l 

PAT  UMTS  IN  ALL  INSTITUTIONS  FOR  MENTAL  DEFECTIVES 
AND  EPILEPTICS  AT  THE  BEGINNING  OF  THE  YEAR 
BY  DIVISIONS  AND  STATES;  1938. 


Division  and  State 

i 

' Rate  - 1938 

t 

NEW  ENGLAND 

» 

» 

* 100.4 

i 

Maine 

• 116.4 

New  Hampshire 

* 100.6 

Vermont 

* 71.3 

Massachusetts 

* 130.9 

Rhode  Island 

( 94.4 

Connecticut 

* 53.4 

» 

MIDDLE  ATLANTIC 

t 

» 91.4 

t 

New  York 

* 119.2 

New  Jersey 

* 84.5 

Pennsylvania 

» 58.9 

* 

Patients  in  Mental  Institution*,  1938 
U.  S.  Department  of  Commerce 
Bureau  of  the  Census. 
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EXCERPT  PRO?'  REPORT  OF  THE  COMTITTEE 

o k the  survey  of 

STATE  MENTAL  HOSPITALS  OF  PENNSYLVANIA 


1333. 


BUILDING  ESSENTIALS  OF  A MODERN  HOSPITAL 

as  i^oo 

or*'  TCrr.  -rrTs^^nr; 


FOR 


MENTAL 

v '•  rJ-K  »T’ 

v * XiXj 


. TI  :ins 
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Admission  Building } A special  build  Inc  or  section  for  the  rc- 
coption  oi  newly  admitted  patients  is  an  absolutely  oseontlal 
olenont  In  a modern  plant  for  mental  patients*  Hero  should  bo 
concentratod  the  facilities  for  the  early  diagnosis,  and  for  the 
intensive  study  and  treatment  of  patients.  Such  tudy  and  treat- 
ment shorten  the  hospital  stay  of  many  patients  by  quicker  re- 
covery and  prevent  nany  others  from  dovelopinr  violent  end  de- 
structive tendencies*  The  capacity  should  be  sufficient  to 
house  five  per  cent  of  the  patient  population. 


special  Hospital  Building > Another  essential  feature  Is  a 
special’  lio spiral  build ing  or  section.  It  should  be  fully 
equipped  with  general  hospital  facilities  to  care  for  patients 
suffering  from  acute  physical  illness  requiring  special  medical 
or  surgical  procedures.  prompt  skilled  medical  and  surgical 
treatment  of  physical  Ills  afton  results  in  mental  recovery. 
Accommodation  should  be  made  for  two  per  cent  of  the  patient 
population,  with  a section  set  aside  for*  sick  employees  In 
addition. 


Isolation  Cottage : A small  cottage  should  bo  provided  for 

the  Isolai ion  anc!  treatment  of  contagious  diseases  which  would 
aooomnodato  at  least  one  per  cent  of  the  patient  population. 
Since  epidemics  aro  infrequent  in  mental  hospitals,  this  build- 
in  should  be  planned  so  that  it  may  be  used  for  other  pationts 
when  not  needed  for  contagious  cases. 

Co  t tape  a fo  r tiro  Tube  rculous  i A proximo  toly  five  per  cent  of 
the  patient  population  oil  the  average  mental  hospital  Is  suffer- 
ing from  tuberculosis.  A cottage  for  each  sex  should  Le  pro- 
vided to  promote  their  recovery  by  giving  thorn  the  special 
treatment  needed  and  provontin  thorn  from  menacing  the  health 
of  other  patients  and  employees. 


' 


■ 

/ 
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Accomodations  for  tho  Infirm:  Pally  twenty  per  cont  of  the 

accunulc  tod  population  of  a mental  hospital  is  made  up  of  tho 
aged  and  infirm*  Separate  provisions  should  be  ’iade  for  those 
rnoro  or  less  helpless  patients  in  a separate  building  or  section 
for  each  sox* 

Other  ly  os  of  Acconnodationss  In  the  ronoral  scheme  of  a 
mental  hospital  there  slio  Id  he  sufficient  sections  or  buildings 
to  permit  adequate  classification*  Other  classes  to  bo  provided 
for  arc  tho  quiet  cases  needing  prolon  ed  treatment*  comprising 
about  twonty-oight  por  cent  of  the  population;  the  disturbed* 
rostloss  class,  approximately  sixteen  per  cont;  the  wo  rising 
patients*  about  seventeen  per  cont;  tho  epileptic*  nearly  five 
per  cent;  and  the  convalescent,  about  two  per  cent*  Obviously, 
somewhat  different  types  of  construction  are  needed  for  those 
various  classes  of  patients.  These  percentages  aro  subject 
to  variation,  depending  upon  the  type  of  construction*  tho  ago 
of  tho  institution*  and  the  nature  of  the  district  from  which 
patients  are  received* 

A special  type  of  bulldin.  for  children  should  be  provided 
at  one  or  more  hospitals  in  the  state.  liental  disease  is  being 
recognizod  at  a n earlier  ago  today  and,  as  a result  an  increasing 
number  of  children  are  entering  mental  hospitals*  bulldin.  3 
for  children  should  provide  facilities  for  school  work. 


Colony  Dull dings ; Colony  buildings  provide  a more  homelike 

a tno spHo re  for  p utients  in  a condition  to  appreciate  such  surround- 
ings* Pam  colonies  or  cotta  es  are  appreciated  by  tho  patients 
who  work  on  the  farm  and  .rounds,  and  such  accommodations  often 
promote  recovery*  Patients  are  o serally  maintained  at  such 
colonics  at  a lower  cost  per  capita  than  prevails  in  tho  rain 
group  or  institution  proper* 

Administration  Building:  A deparate  building  should  bo  provided 

to  accommodate  the  executive*  medical  and  business  staffs  and 
their  records. 

Assembly  Hall  and  Chapel  and  Gymnasium:  ho  mental  hospital  is 

complete  without  an  aseVrably  hall  and  chapel*  Roll  iouo  Dor- 
vices*  recreation  and  entertainment  play  important  roles  in  the 
treatment  and  care  of  a mental  patient*  and  a hall  for  such 
purposes  is  roquirod*  Either  separately  or  in  conjunction  with 
such  a hall*  there  should  be  a gymnasium.  Physical  hoolth  and 
vigor  are  great  aids  to  the  recovery  of  mental  health.  f’uch 
facilities  will  be  in  constant  use*  not  only  by  patients  but 
also  by  employees,  and  will  promote  a hotter  morale  throughout 
the  whole  Institution* 


. 


- ' ' > 


Laboratory  and  Research  Facilities;  In  addition  to  the  various 
Buildings  and  ac coirooda ti ons  de eerie o d , thorn  should  be  adequate 
diagnostic,  laboratory  Gnd  research  facilities.  These  night  be 
provided  in  the  admission  building  or  by  a separate  unit. 


HOSPITAL 
■ 


AGCO*’* 1 * * * S  0 ATIFG  2000 

oi/>»  Hi 


ESSENTIAL  PERrOltBEL  IH  A MENTAL 

yjTfrT7!T"/.?: f TT 

T^m^rrrir: — n^rTSumbn™cc^r^r^to 

^HoTTstr  TO^oTTcfm aTTc  aHon ''  of  j -onnsyl  vania) • 


Adm . nl s t r a t ion : 

11.  Executive  Office 

1 Superintendent 

1 Stenograph® r - So c r q t ary  or  1 institutional  decretory. 

1 Steward 

1 Assistant  Steward 

1 Accountant 

1 Bookkeeper 

S Stenographers  - Clerk  A 
3 Telephone  Operators  or  assigned  clerks 
1 Storekeeper 

1 Assistant  Storekeeper  with  other  relief  duties. 

Total  - 14. 

1C.  Oarage 

1 Mechanic  (charge  of  motor  equipment } 

2 Chauffers 


Care  of  Patients: 

21.  Hursing 

1 Directress  of  Nurses  or  directress  of  attendants 

and  such  assistants  and  Instructors  as  the  regulations 
of  the  Sta v©  Board  of  Examiners  for  the  Registration 
of  Burses  require.  The  number  of  supervisors,  charge 
graduate  nurses,  graduate  nurses,  special  nurses,  head 
attendants  and  attendants  may  vary  according  to  the 
building  end  ward  layout  of  each  Institution.  The 
total  number  of  nursing  and  attendant  force,  inciu  iing 
the  staff  of  the  school,  should  not  exceed  approxi- 
mately the  ratio  of  1 person  to  every  0 patients  In 
the  institution.  The  total  number  of  those  on;  aged 
in  the  immediate  car©  of  patients  should  be  subject 
to  the  approval  of  the  Department  of  olfaro,  since 
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sone  hospitals  nay  be  so  built  lliat  Luo  onoral 
ratio  should  bo  exceeded  while  olliers  nay  ~w 

adequately  operated  at  a lower  ratio* 

Total  - approximately  £ 20 « 

22.  Pharmacy 

1 Senior  Pharmacist 

23.  Medical 

1 Assistant  Medical  Superin tendent 
1 Director  of  Clinical  Psychiatry 
4 Senior  Assistant  Physicians 

3 Assistant  Physicians  A 

1 Pathologist 

2 Assistant  Physicians  B 

4 3 tenof  Taphe  re 

Total  - 1G. 

24*  X-ray 

1 Technician 

1 Assistant  Technician  - if  work  warrants  enn  epart- 
mont  of  welfare  approves# 

25.  Hydrotherapy  and  Electrotherapy 
1 Hydrot;  ^erapist 
1 Assistant  Hydro therapist 

1 Electro  Therapist 

2 Assistant  Electro  Therapists  - if  work  warrants  and 
Department  of  dolfare  approves 

1 Masseuse  or  1 Masseur 

1 Director  of  Physical  Education 

2 Assistant  Physical  Instructors 
Total  - 9. 

2G.  Dental  Therapy 

1 ilcsident  Dentist 
1 Dental  Hygienist 
1 Assistant  Dental  Hygienist 

27.  Occupational  Therapy 

1 Chief  Occupational  Therapist 

9 Occupational  Therapists  or  occupational  Therapy  Aids, 
if  work  warrants  and  Department  of  ' olfaro  approves# 

Total  10. 


20*  Laboratory 

1 Pathologist 
1 Technician 
1 Assistant  Technician 


Auxiliary  Activities; 

31.  Social  Sorvice 

1 Director  Social  Service 

2 Social  Service  barkers  or  at  least  1 to  every  100 
patients  on  parole. 

1 Steno  rapher-Glerk 

32.  Clinics 

1 Co  unity  Diroctor  or  part-time  sorvico  with  the 
other  members  of  radical  staff  as  assistant  clinical 

directors. 

33.  Dlvorsions 

1 ?£usical  Director 

35.  Library 

1 Librarian 


Household ; 

41.  House keep inn 

1 Matron  A and  such  Matrons  B#  maids  and  janitors  as 
arc  required  subject  to  the  approval  of  the  apart- 
ment of  V el fare. 

42.  Laundry 

1 Laundry  Manager  and  such  laundrymen,  laundrescoe. 
and  helpers  as  required,  subject  to  the  approval  of 
the  Department  of  welfare. 

43.  Dietary 

1 Dietitian 

1 Chief  Cook  and  extra  cooks  depending  upon  the  number 
of  kitchens  and  approval  of  the  Department  of  eifaro. 
1 Chief  Baker 
1 Dakar 

1 Dutcher 

12  Domestic  workers  and  kitchen  helpers 
6 Waitress© a 

2 Institutional  Workers  for  Pasteurisation  Plant  if 

required. 

Total  - 25  plus. 


Plant  and  Grounds : 


51.  Operation  of  Plant 

1 Mechanical  Diroctor  ot  Chief  engineer 
1 Assistant  iechanlo&l  director  or  assistant  engine or 
1 Chief  1 lectrician  and-  aoalsta  t electrician 

4 r'nginei^®n  or  operating  engineers 

5 Firemen  and  such  additional  fire  non,  journey  sen  and 
journeymen* s assistants  as  may  be  needod,  subject 
to  the  approval  of  the  Dopartnont  of  olfaro. 

Total  - 12  plus* 

52.  Caro  of  Grounds 

1 Florist 

1 Gordon  Hand  or  groundsman 

1 Labor  Foreman  or  journciynan  assistant.  Such  police 
and  night  watchmen  as  uay  bo  necessary  subject  to  the 
approval  of  the  Department  of  ’ olfaro. 

55.  Repairs  and  Upkeep 

1 Foreman  Carpenter 

3 Carpenters 

1 Foreman  Painter 

4 Printers 

1 Mason  or  plasterer 
1 Tinner 

1 Police  and  Fire  Marshal 

Such  additional  carpenters,  nasons,  painters,  and 
as si stents  as  may  bo  necessary,  subject  to  the 
approval  of  the  Department  of  ’ olfaro. 

Total  - 12  plus. 

Agricultural  Ac  fci vl tics: 

71.  Farm 

1 Fcot  Manager 
1 Assistant  Fam  Manager 
1 Orchardist  where  noeded 
11  Fam  Hands 
Total  - 14. 

72.  Piggery 

1 fwindhordor 

73.  Hennery 

1 Poult  ryuian 
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74*  Truck  Cardona 

1 Truck  Gardner 

5 Garden  Hands  according  to  seasonal  needs. 

75.  Dairy 

1 Dairyman 

Milkers  depending  upon  also  of  her*1  and  nec'ianical 
equipment* 

Industrial  Activities: 

32 * Sewing  Room 

1 Seamstress 
Tailor  Shop 
•1  Tailor 

05*  caving  - Hosiery 

1 Foreman 

34*  Upliols  taring 

1 Upholsterer 

35*  rrin ting  Department 
1 Irinter 

87.  Cobbler 

1 Cobbler 
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ISOPERK  S?Ain>ARD3  FOR  HOSPITALS 

Ao  Determined  By 

TIE  AKERICAU  PSYCHIATRIC  ASSOCIATION 


A*  General  provisions: 

1,  Hie  proportion  of  physicians  to  total  pationts  to  bo  not 
loss  than  1 to  1G0  in  addition  to  the  superintendent* 

2*  Tlie  proportion  of  physicians  to  the  number  of  patients 
admitted  annually  not  loss  than  1 to  40* 

3*  There  must  bo  an  adequate  nursin  forco,  in  proportion 
to  total  patients  of  not  loss  than  1 to  8,  and  to  the  patients 
of  Intensive  treatment  and  acute  sick  end  surreal  units  of  not 
less  than  1 to  4* 


B*  Ilinetoon  Essential  Points  in  a I'odom  Cental  Hospital; 

1*  The  chief  executive  officer  must  bo  a we Unqualified 
physician  and  experienced  psychiatrist,  whose  appointment  and 
removal  shall  not  be  controlled  by  partisan  politics* 

2*  All  other  persons  employed  at  the  Institution  ought  to 
be  subordinate  to  the  chief  executive  officer  and  subject  to 
removal  by  him  If  they  fall  to  discharge  their  dullos  properly* 

3*  The  position  and  administration  of  the  institution  nuat 
be  free  from  control  for  the  purpose  of  partisan  politics* 

4*  There  must  bo  an  adequate  nodical  staff  of  well-quallfiod 
physicians,  the  proportion  to  total  patients  to  bo  not  lose;  lion 
1 to  130  in  addition  to  the  superintendent  mid  to  the  nu  bor  of 
patients  admitted  annually  not  loss  than  1 to  40*  Thoro  must 
be  one  or  more  full-time  dentists* 

G*  Thero  must  bo  a staff  of  consulting  specialists  at  loast 
in  Internal  medicine,  perioral  surgery,  organic  neurology,  dis- 
eases of  the  eye,  oar,  nose  an  throat,  and  radiology,  employed 
under  such  terras  ae  will  oncuro  adoquato  services*  A record 
of  their  visits  must  bo  kept* 

G*  The  medical  staff  must  bo  organised;  the  sorvicos  well- 
defined  and  the  clinical  work  under  the  direction  of  a staff 
leader  or  clinical  director* 


7#  ~ach  nodical  sorvico  must  bo  provided  with  an  office  and 
an  examining  room,  containing  suitable  conveniences  and  equip* 
mont  for  the  work  to  be  performed,  and  with  such  clerical  help 
specially  assigned  to  the  service  as  my  be  roquired  for  the 
keepin.  of  the  mdicai  end  administrative  records. 

0*  There  rruot  bo  carefully  kept  clinical  liictoriec  of  all 
the  patients,  in  proper  files  for  ready  reference  on  each  service. 

9.  Statistical  data  relating  to  each  patient  :.:uct  bo  rocordod 
in  accordance  with  the  standard  systom  adopted  by  the  American 
Psychiatric  Association# 

10.  The  patients  must  bo  classified  in  accordance  with  their 
mental  and  physical  condition,  with  adequate  provision  for  the 
special  requirements  for  the  study  and  treatment  of  the  casos 
in  each  class,  and  the  hospital  must  not  be  so  crowded  as  to 
prevent  adequate  classification  and  treatment. 

11*  flie  classification  must  include  a separata  department  or 
building  for  reception  and  intensive  study  and  treatment;  a 
special  unit  for  acuta  physical  illnesses  and  surgical  conditions; 
end  separate  units  for  the  tuberculous,  raid  the  infirm  and  bed- 
fast. Each  of  those  units  must  be  suitably  organised  and  equipped 
for  the  requirements  of  the  class  of  patients  under  treatment. 

12#  The  hospital  must  be  provided  with  a clinical  and  patho- 
logical laboratory,  ©quipped  and  manned  in  accordance  wit,  the 
minimum  standards  recommended  by  the  committee  on  patholo  leal 
investigation  of  the  African  , sychlatrio  Association. 

13.  The  hospital  must  be  provided  with  adequate  X-ray  equip- 
ment and  employ  a well-qualified  radiologist# 

14.  There  must  be  a workln.  medical  library  and  Journal  file. 

15.  The  treatment  facilities©  and  equipment  oust  include: 

(a)  A fully  equipped  surgical  operating  room. 

(b)  A dental  office  supplied  with  modem  dental 
equipment. 

(c)  Tubs  and  other  essential  equipment  for  hydro- 
therapy to  be  operated  by  one  or  more  especially  trained 
p!  iys  io  tl  ierap  lets. 

(d)  Adequately  equipped  examination  rooms  for  the 
specialties  in  medlclno  and  surgery  required  by  the 
schedule. 

(a)  Provision  for  occupational  t.orapy  and  the  develop- 
ment of  specially  trained  instructors. 


(f)  Provision  for  treatment  by  physical  exercises 
and  games  and  the  employment  of  specially  tralriod  in- 
structors, 

(g)  Adequate  provision  iO r rocroatlon  and  social 
entertainment* 

16*  Regular  staff  conferences  must  be  held  at  least  twice 
a week  whore  the  work  of  the  physicians  and  the  examination  and 
treatment  of  tho  patients  will  bo  carefully  reviewed*  Minutes 
of  the  conferences  must  be  2:ept* 

17*  There  must  bo  one  or  more  out-patient  clinics  conducted 
by  the  hospital  in  addition  to  any  on  the  hospital  promises*  An 
adequate  force  of  trained  social  workers  must  be  employed. 

10*  There  must  bo  an  adequate  nursing  force,  in  proportion 
of  total  patients  of  not  less  than  1 to  0,  and  to  the  patients 
of  intensive  treatment  and  acute  sick  and  surgloal  units  of  not 
loss  than  1 to  4*  Provisions  must  bo  node  for  adequate  system- 
atic instruction  and  training  of  members  of  the  nursing  force* 

13*  Mechanical  restraint  and  seclusion,  if  used  at  all, 
must  be  under  strict  regulations  and  a system  of  control  and 
recorded  by  the  physicians  and  must  be  limited  to  tho  most  urgent 

conditions* 
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KT87ALLY  nEFICHUTT 

(Adopted  St?  22,  1940,  by  Pino  African  Association  on  Mental 
deficiency) 

I.  STATS  CART,  a G _ >CIAL  COriRPL. 

!•  Ibitent*  eda  to  accommodato  at  least  O.lg  or  total 
State  population,  with  ratios  of  staff  as  in  I - L « 

2.  nature*  horvice  to  be  flexible  in  order  to  provide  for 
all  degrees  of  defect  and  all  typos  of  social  behavior* 
To  include  or»ng  other  services  regular  habit  training, 
psychiatric  treatment  end  vocational  trainin,  • To  he 
Ulrocted  to  socialisation  not  custody* 

5«  Acbuinl  strati  on  * A Central  Board,  or  Its  equivalent  in 

the  Integration  of  service  in  institutions  re  id  state  de- 
partments to  carry  guai^ianship,  govern  all  admissions, 
transfers  and  discharges,  provide  a central  registration 
of  all  cases,  indicating  those  merely  known  and  those 
actively  under  care*  A local  authority  under  county 
of  municipal  office  through  which  the  state  authority 
nay  \.-ork*  selections  for  admissions  to  in  tl  tut  Ions 
to  be  based  upon  promise  of  social  adjuctnont,  degree 
of  deficiency  and  anti social  tendencies,  and  physical 
status,  not  merely  the  degree  of  mental  defoct.  dor 
conpleto  records  a distinction  to  be  rrndo  between  noti- 
fiable and  certifiable  casGD* 


4*  Specialised  Service*  Separate  core  for  defective 

(psyehopafcliic  and  convulsive)  delinquents,  either  in 
special  institutions,  or  where  the  state  population  is 
small,  in  special  separate  units, 

5.  Ccclal  ftudy  and  Control,  Staff  large  enough  to  pro- 
vide adequate  service  and  supervision,  both  wl tliin  the 
Institution  and  within  the  corxrunlty.  & At  1 ast  ono 
doctor  to  every  500  cases.  One  social  worker  to  50 
cases  in  rural  areas  and  75  In  urban  areas,  assuming 
no  other  work  is  required  of  these  workers.  At  least 
ono  trained  psychologist  to  each  500  cases.  One  teacher 
to  every  25  children  of  school  ape.  Standards  of  psycho! 
agists  and  psychiatric  social  workers  aro  geforrod  to  In 
II,  2 c,  — — (II  - 2C:  Standards  of  Personnel:  To 

conforn  to  standards  such  as  those  polished  by  the  lew 
York  City  Co  mi t tee  for  Mental  hygiene.  Those  do  lot 
attempt  to  cover  various  technical  elds  such  as  psycho- 
Eietrlsta  as  long  as  the  cords  are  entitled.) 

«•  To  the  Board  it  aeons  that  the  standard  of  nodical  care 
proposed  in  this  report  is  somewhat  low,  it  would  bo 
our  opinion  that  the  ratio  should  be  no re  nearly  ono 
physician  to  every  500  patients, 

( icerpt  copied  froi.i  Aaeriean  Jo&umal  of  ' ental  . eflcleney 

Vol*  XLV,  Ho.  2,  October,  1940.) 
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Appendix  14 

EXCERPTS  FROM  THE  MANUAL  OF  HOSPITAL  STANDARDIZATION 
AiTERICAN  COLLEGE  OF  SURGEONS 


MINIMUM  STANDARD  FOR  HOSPITALS: 

1,  That  physicians  and  surgeons  privileged  to  practice 
in  the  hospital  be  organized  as  a definite  medical  staff.  Such 
organization  has  nothing  to  do  with  the  question  as  to  whether 
the  hospital  is  open  or  closed,  nor  need  it  affect  the  various 
existing  types  of  medical  staff  organization.  The  word  staff 
is  here  defined  as  the  group  of  doctors  who  practice  in  the 

^ hospital  inclusive  of  all  groups,  such  as  the  active  medical 
staff,  the  associate  medical  staff,  and  the  courtesy  medical 
staff, 

2,  That  membership  upon  the  medical  staff  be  restricted 
to  physicians  and  surgeons  who  are  (a)  graduates  of  medicine  of 
approved  medical  schools,  with  the  degree  of  Doctor  of  Ivledicine, 
in  good  standing,  and  legally  licensed  to  practice  in  their 
respective  states  or  provinces;  (b)  competent  in  their  respective 
fields;  and  (c)  worthy  in  character  and  in  matters  of  professional 
ethics;  that  in  this  latter  connection  the  practice  of  the  div- 
ision of  fees,  under  any  guise  whatsoever,  be  prohibited, 

5',  That  the  medical  staff  initiate  and,  with  the  approval 
of  the  governing  board  of  the  hospital,  adopt  rules,  regulations, 
and  policies  governing  the  professional  work  of  the  hospital; 
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that  these  rules,  regulations,  and  policies  specifically  provide 

(a)  that  medical  staff  meetings  be  hold  at  least  once  each  month 

(b)  that  the  medical  staff  review  and  analyze  at  regular  inter- 
vals their  clinical  experience  in. the  various  departments  of  the 
hospital,  such  as  medicine,  surgery,  obstetrics,  and  the  other 
specialties;  the  medical  records  of  patients,  free  and  pay,  to 
be  the  basis  for  such  review  and  analysis* 

4.  That  accurate  and  complete  medical  records  be  written 
for  all  patients  and  filed  in  an  accessible  man  er  in  the  hospital, 
a complete  medical  record  being  one  which  includes  identification 

/ 

data;  complaint;  personal  and  family  history;  history  of  present 
illness;  physical  examination;  special  examinations,  such  as  con- 
sultations, clinical  laboratory,  x-ray,  and  other  examinations; 

* 

provisional  or  working  diagnosis;  medical  or  surgical  treatment; 
gross  and  microscopical  pathological  findings;  progress  notes; 
final  diagnosis;  condition  on  discharge;  follow-up;  and,  in  case 

i 

of  death,  autopsy  findings. 

5.  That  diagnostic  and  therapeutic  facilities  under  com- 
petent medical  supervision  be  available  for  the  study,  diagnosis, 
and  treatment  of  patients,  these  to  include  at  laafet  (a)  a 
clinical  laboratory,  providing  chemical,  bacteriological,  sero- 
logical, and  pathological  services;  (b)  an  x-ray  department 
providing  radiographic  and  fluoroscopic  services. 


.c  /( 0-c  a 4%  *%  j\  a a « a /*  a"  *n»  a a 


FUHDAMSMTAL  PRIKCIPLSS  UPQK  tEIICE  THE  nlhlhUTl  STAIBmRD 

FOR  HOSPITALS  IS  BASED 


1.  A modern  physical  plant,  free  from  hazards  and  properly 
equipped  for  the  comfort  and  scientific  care  of  the  patient* 

2.  Clearly  stated  constitution,  by-laws,  rules,  and  regu- 
lations setting  forth  organization,  duties,  responsibilities, 
and  relations. 

3.  A carefully  selected  governing  board  having  complete  and 
supreme  authority  for  the  management  of  the  institution. 

4*  A competent,  well-trained  executive  officer  or  adraini- 

4 

strator  with  authority  and  responsibility  to  carry  out  the 
policies  of  the  institution  as  authorized  by  the  governing  board. 

5.  An  adeqiate  number  of  efficient  personnel,  properly  or- 
ganized and  under  competent  supervision. 

6.  An  organized  medical  staff  of  ethical,  competent  phy- 
sicians for  the  efficient  care  of  the  patients  and  for  carrying 
out  the  professional  policies  of  the  hospital,  subject  to  the 
approval  of  the  governing  board. 

7.  Adequate  diagnostic  and  therapeutic  facilities  with 
efficient  technical  service  under  competent  medical  supervision. 

0.  Accurate  and  complete  medical  records,  promptly  written 
and  filed  in  an  accessible  manner  so  as  to  be  available  for 
4}  study,  reference,  follow-up,  and  research. 

9.  Group  conferences  of  the  administrative  staff  and  of 


the  medical  staff  to  review  regularly  and  thoroughly  their 
respective  activities  in  order  to  keep  tie  service  and  the 
scientific  work  on  the  highest  plane  of  efficiency* 

10.  A humanitarian  spirit  in  which  the  best  care  of  the 
patient  is  always  the  primary  consideration. 


MINIMUM  STANDARD  FOR  CLINICAL  LABORATORIES  IN  HOSPITALS 

1.  Supervl si on.  The  director  of  the  clinical  laboratory 

shall  be  a graduate  of  an  acceptable  college  or  university  of 
recognized  standing,  and  shall  have  had  adequate  training  in 
clinical  pathology  or  allied  subject.  In  case  the  director 

is  not  a physician  there  shall  be  attached  to  the  laboratory 
' a graduate  in  medicine  competent  to  render  diagnoses  on  patho- 
logical conditions. 

2.  Functions.  The  clinical  laboratory  shall  be  prepared 
to  perform  satisfactory  work  in  (a)  pathologic  anatomy,  gross 
and  microscopic;  (b)  bacteriology  and  parasitology;  (c)  serology 
(d)  hematology;  (e)  chomical  and  morphologic  examinations  of 
other  body  fluids,  exudates,  transudates,  and  excreta. 

3.  Examination  of  tissue.  All  tissues  removed  at  opera- 
tion shall  bo  sent  routinely  to  the  clinical  laboratory  for 

^ examination  and  report. 


4.  Records  and  reports.  A readily  available  copy  of  all 
reports  shall  be  filed  in  the  laboratory  and  one  with  the  patient 
record.  In  pathologic  anatomy  there  shall  bo  in  the  laboratory 
a cross  index  of,  at  least,  the  name  of  the  patient,  of  the  hos- 
pital or  laboratory  number  of  the  patient,  and  of  the  lesion  or 
organ.  There  shall  be  preserved  also,  for  at  least  three  years, 
either  section,  imbedded  tissue,  or  gross  specimen  from  each 
case  from  which  tissue  possibly  showing  pathologic  change  is 
removed, 

6,  Conferences.  The  clinical  pathologist  shall  attend 
and  participate  in  the  medical  staff  conferences  of  the  hospital. 
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MINIMUM  STANDARD  FOR  X-RAY  DEPARTMENTS  IN  HOSPITALS 


1.  Supervision.  The  department  shall  be  under  the  super- 

/ 

vision  of  a competent  medical  radiologist,  assisted  by  trained 
technicians. 

2,  Location.  The  department  shall  have  adequate  space  and 
be  located  most  conveniently  for  efficient  service. 

3#  Equipment.  The  equipment  shall  be  sufficient  at  least 
for  radiographic  and  fluoroscopic  services. 

4.  Protection.  Proper  protection  of  the  operator  and 
patient  together  with  adequate  lighting  and  ventilation  shall 
be  provided. 


5*  Records . A complete  system  of  records  shall  be  filed 


in  the  department. 

6*  Storage . A special  storage  room,  which  is  approved 
by  the  fire  underwriters,  shall  be  provided  for  films* 
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KHfUTOE  STANDARD  FOR  NURSING  IN  HOSPITALS 


1*  Organization.  There  shall  be  a well  organised  depart- 
ment of  nursing  in  the  hospital,  under  competent  supervision  and 
direction,  for  the  efficient  administration  and  rendering  of  the 
nursing  service,  'and  for  the  education  of  student  nurses  when  a 
school  of  nursing  is  maintained* 

2*  Personnel.  There  shall  be  an  adequate  number  of  com- 
petent trained  personnel  for  supervision  of  the  nursing  service 
and  for  officiont  nursing  care  of  the  patients. 

3.  Facilities:  There  shall  be  adequate  and  conveniently 

arranged  modern  facilities  and  readily  available  standard  supplies 
for  furnishing  prompt  and  efficient  nursing  service. 

4.  Education*  When  a nursing  school  is  maintained  in 
connection  with  the  hospital,  it  shall  provide  definite  educational 
requirements  in  accordance  with  accepted  national  standards, 
adequate  teaching  personnel  and  facilities,  and  a conijirehenslve 
system  of  school  ro cords. 
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5*  Records.  There  shall  be  maintained  an  extensive  system 
of  nurses*  clinical  records,  including  all  data  pertaining  to 
the  nursing  care  of  the  patient,  observations  of  signs  and  symp- 
toms, orders  executed  for  physicians,  nursing  services  rendered, 
and  other  pertinent  information  that  will  show  the  condition  of 
the  patient  and  the  response  to  treatment. 

6.  Conferences.  Weekly  meetings  of  the  graduate  nursing 
staff  shall  be  held  to  review  and  analyze  the  nursing  service, 
to  determine  the  quality  of  the  nursing  care  rendered  to  patients, 
and  to  increase  the  efficiency  of  the  nursing  service  when  indi- 
cated. 
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7*  Relation  to  patients.  Due  care  shall  be  oxercised  at 
all  times  to  insure  safe  and  efficient  nursing  care  of  the 
patient  through  proper  assignment  of  duties,  competent  supervision 
over  student  nurses  when  used  to  render  nursing  care,  and  an 
adequate  rq.tio  of  nurses  to  patients. 


MINIMUM  STANDARD  FOR  THE  HOSPITAL  MEDICAL  LIBRARY 

1.  Content.  An  general  hospitals  shall  maintain  an  ade- 
quate medical  library  comprised  of  a basic  collection  of  care- 
fully selected,  authoritative  medical  textbooks  and  reference 
4)  works  of  the  latest  edition,  and  files  of  current  journals,  in- 
cluding those  which  most  effectively  reflect  recent  developments 
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in  medicine,  surgery,  and  those  specialties  which  are  repre- 
sented in  the  clinical  services  of  the  hospital, 

2,  Housing,  The  collection  shall  be  housed  in  or  adjacent 
to  a convenient  roading  room  furnished  in  such  a manner  an  to 
encourage  study  and  research.  It  shall  be  classified  and 
arranged  so  that  it  is  easily  accessible  to  the  librarian  and 
members  of  the  medical  staff, 

3,  Personnel,  The  library  shall  be  under  the  supervision 
of  a qualified  librarian.  She  shall  act  as  custodian  of  Its 
contents,  and  also  shall  arrange  for  the  necessary  cataloguing 
and  indexing  which  will  enable  the  resident  staff  to  do  reference 
work  quickly  and  easily.  Assistance  in  the  preparation  of 
bibliographies,  translations,  abstracts,  and  reviews  of  the 
literature  shall  be  made  available  either  by  employing  a full 
time  research  librarian  or  by  the  use  of  the  extension  facilities 
offered  by  larger  libraries, 

4,  Extension  facilities.  The  librarian  shall  provide  in- 
formation and  brochures  describing  the  facilities  that  are 
offered  to  members  of  the  medical  profession  by  the  staffs  of 
specific  libraries  which  have  teen  established  on  a more  exten- 
sive basis  in  order  to  supplement  the  work  of  the  local  librarian 
and  to  serve  the  literary  needs  of  professional  men  regardless  of 
their  location, 

5,  Committee  on  the  library.  Selected  members  of  the  medi- 
cal staff  shall  function  as  a permanent  committee  of  the  library. 


4 
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and  their  duties  shall  bo  to  foster  and  develop  the  resources 
and  interests  of  the  library  and  to  encourage  the  use  of  its 
facilities* 


i 
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Appendix  15 

INSTITUTIONS  REGISTERS 
BY  THE  AMERICAN  EPICAL  ASSOCIATION 
AS  OF  MARCH  25,  1944. 


Allentown  State  Hospital 
Clarks  Summit  State  Hospital 
Danville  State  Hospital 
Farview  State  Hospital 
Harrisburg  State  Hospital 
Hollidaysburg  State  Hospital 
Laurelton  State  Tillage 
Mayview  State  Hospital 
Dorris town  State  Hospital 
Penrihurst  State  School 
Philadelphia  State  Hospital 
Polk  State  School 
Ransom  Mental  Hospital 
Retreat  State  Hospital 
Torrance  State  Hospital 
Darren  State  Hospital 
D'emersvillo  State  Hospital 
Re stern  State  Psychiatric  Hospital 
V/oodville  State  Hospital 


RELATED  INSTITUTIONS 


Hmbreeville  State  Hospital 
Selinsgrove  State  Colony 
Somerset  State  Hospital 


The  Journal 
Vol.  124.  No.  13. 

^ American  Medical  Association. 


) 


INSTITUTIONS  APPROVED  I ’OR  RESIDENCIES 


BY  TEE  AMERICAN  MEDICAL  ASSOCIATION 
AS  OR  MARCH  25,  1344. 


Danville  State  Hospital 
Harrisburg  State  Hospital 
Norristown  State  Hospital 
Philadelphia  State  Hospital 
Warren  State  Hospital 


The  Journal 
Vol.  124.  Nc.  13. 

American  Medical  Association 


INSTITUTIONS  AFFILIATED  FOK  rURSL  TIB  I TING 


ON  STATE  AC  Gil'  '.DITTO  BASIS 
AMERICAN  STOICAL  ASSOCIATION 
MARCH  25#  1944, 


Allentown  State  Hospital 
Norristown  State  Hospital 
Warren  State  Hospital 
Western  State  Psychiatric  Hospital 


The  Journal 
Vol.  124.  No.  IS. 

American  Medical  Association. 


INSTITUTIONS  HECOGITIZSD 


BY  THE  AK23ICAH  COLL':  HI  OP  51RG- ~Q1IS 
AS  LIEETILO  ITII’IHAL  STANDARDS 
DBCSMBER  1943. 


Allontown  State  Hospital 
Danville  State  Hospital 
Harrisburg  State  Hospital 
Norristown  State  Hospital 
Retro at  State  Hospital 
Torrance  State  Hospital 
Warren  State  Hospital 
V/ernersvillo  State  Hospital 


Bulletin 

Vol.  28.  Ho.  4. 

American  College  of  Surgeons. 
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SEE  MAP  II  — PROPOSED  DISTRICT 


(In  Map  Polder  at  end  of  report) 


Appendix  16 -a 

PROPOSED  DISTRICTS 


In  setting  up  hospital  districts,  a number  of  factors  havo 
to  be  taken  into  consideration.  An  institution,  to  servo  the 
public  most  efficiently,  must  be  easily  accessible  so  that  the 
patients  can  be  taken  to  the  hospital  with  a minimum  of  incon- 
venience and  loss  of  time.  Easy  accessibility  is  important  so 
that  contact  can  bo  maintained  with  the  family  of  the  patient 
throughout  his  institutional  residence  and  that  adequate  field 
social  service  contact  may  be  maintained  during  the  period 
of  the  patient1 s parole  from  the  hospital. 

It  is  the  opinion  of  the  Board  that  a fifty  mild  radius 
from  the  hospital  should  (under  average  conditions)  encompass 
the  hospital  district.  On  the  other  hand,  the  variety  of 
facilities  necessary  to  the  operation  of  a well-rounded  mental 
hospital  make  it  necessary  to  have  a hospital  of  from  1200  to 
1500  beds  before  a proper  degree  of  efficiency  and  economy  can 
be  obtained.  The  maximum  size  of  institutions  has  to  be  dic- 
tated by  local  situations,  rather  than  any  arbitrary  figure. 

The  smaller  the  institution,  the  more  easy  is  it  to  maintain 
a pe  rsonalized  atmosphere  and  the  greater  is  the  individual 
contact  between  physician  and  patient.  Minor  economies  may 
be  achieved  in  operating  costs  in  institutions  over  3000,  but 
the  experience  in  the  state  of  Pennsylvania  and  elsewhere, 
would  indicate  that  these  are  of  such  relatively  small  propor- 
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tlons  as  to  be  almost  negligible. 

In  Pennsylvania,  there  are  several  special  situations 
with  regard  to  existent  districts.  In  the  eastern  part  of 
the  state,  in  the  Philadelphia  metropolitan  area,  there  Is  a 
single  hospital,  the  Philadelphia  State  Hospital*  Since  the 
estimated  population  of  Philadelphia  at  the  present  time  Is 
approximately  two  million,  and  since  the  urban  demand  Is  usu- 
ally about  500  beds  to  t he  100,000  of  population,  it  would  seem 
that  Philadelphia  County  and  City  would  require  10,000  beds* 

At  the  present  time,  Philadelphia  County  patients  occupy  just 
short  of  9000  beds  in  our  mental  hospitals*  In  view  of  the 
fact  that  Philadelphia  County  is  in  reality  Philadelphia  City, 
and  that  there  are  no  natural  satisfactory  divisions  (except 
streets)  -—  It  would  seem  to  be  very  difficult  to  divide  the 
city  Into  districts  without  setting  up  constant  conflicts. 
Furthermore,  because  of  the  extremely  heavily  populated  con- 
dition of  this  area,  there  are  a few  acceptable  sites  avail- 
able within  the  district.  During  the  past  decade  a number 
of  mental  hospitals,  running  from  7000  to  10,000  beds,  have 
been  placed  in  operation  in  the  United  States  — notably 
Pilgrim  State  Hospital  and  Kockland  State  Hospital  in  Hew 
York.  Their  operation  has  been  reasonably  satisfactory  and 
comparatively  little  criticism  has  resulted*  It  is  there- 
fore  the  opinion  of  the  Board  that  the  establishment  of  a 
10,000  bed  hospital  on  the  site  of  the  present  Philadelphia 
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State  Hospital,  Is  justified  and  would  be  a sound  procedure. 

Four  districts  In  the  state  are  extremely  large  In  area; 
those  of  the  Danville  State  Hospital,  the  Harrisburg  State 
Hospital,  Torrance  State  Hospital,  and  the  Warren  State  Hospital. 
For  comparison.  It  might  be  noted  that  each  of  these  districts 
is  from  one  and  a half  to  double  the  size  of  the  state  of  Conn- 
ecticut. It  was  the  opinion  of  the  Board  therefore,  that 
additional  and  enlarged  Institutions  would  be  desirable  to 
reduce  the  areas  Involved  in  these  districts.  For  this  reason 

we  recommend  the  retention  of  Somerset  and  Hollidays burg  rtate 

✓ 

Hospitals,  rather  than  because  of  any  large  Inherent,  intrinsic 
value  In  those  institutions.  However,  It  will  be  possible  to 
make  a satisfactory  small  district  for  each  of  these  institu- 
tions and  in  so  doing,  to  reduce  the  size  of  all  four  of  the 
very  large  districts. 

This  would  still  leave  the  Torrance  State  Hospital  with 
a population  in  its  area  of  over  a million  and  a quarter  people. 
We  believe  therefore,  that  plans  should  be  set  up  to  create  an 
additional  hospital  on  the  western  border  of  Pennsylvania  to 
take  care  of  the  populous  counties  of  Lawrence,  Yfashington, 
and  Beaver,  possibly  including  Greene  — - a district  of  509,000 
population  which  would  then  bring  the  Torrance  district  down  to 
a much  more  practical  size  in  area  and  in  population. 

In  calculating  the  potential  populations  of  Torrance  and 
Allentown,  provision  was  made  for  a childrens  unit  of  100  beds. 
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It  Is  recommended  that  Embreeville  and  Ransom  Mental 
Hospitals  be  abandoned  at  an  early  date,  Embreeville  has 
little  of  positive  asset  value  at  the  present  tine.  Its 
auxiliary  services  for  water  and  heat  aro  worn  out  and  re- 
quite complete  revamping.  The  buildings  are  old  and  in  need 
of  expensive  repairs.  The  terrain  does  not  lend  itself  very 
well  to  the  development  of  a well-balanced  hospital  and  the 
location  is  such  that  it  would  hardly  be  practicable  to  develop 
a hospital  on  this  site.  Metropolitan  Philadelphia  is  thirty 
or  more  miles  away  and  the  location  of  the  hospital  would  make 

It  rather  difficult  of  access  by  rail  or  other  common  carrier, 

* 

The  water  supply  is  inadequate  and  the  only  available  reason- 
ably satisfactory  supply  would  be  from  Brandywine  Creok, 
which  is  a contaminated  stream.  This  would  require  the  dev- 
elopment of  an  expensive  water  purification  plant.  No  Ihhabi- 
ted  communities  of  reasonable  size  are  immediately  accessible 
to  the  employee  group,  the  nearest  community  of  size  being 
West  Chester,  seven  miles  away;  — so  that  employee  recreation 
would  be  hard  to  provide. 

Ransom  Mental  Hospital  consists  of  a single  building  which, 
while  in  good  repair  and  sound  structurally,  is  poorly  designed 
for  the  modern  development  of  care  for  the  mentally  ill.  It  is 
poorly  located  for  the  convenience  of  visitors.  Furthermore, 
it  is  quite  close  to  Clarks  Summit  which  has  a much  more 
acceptable  site,  developed  to  a point  where  economical  opera- 
tion is  possible. 
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In  the  case  of  Retreat,  the  Board  finds  an  institution 
with  several  excellent  buildings  but  with  the  most  undesirable 
location  in  use  by  the  state  for  the  operation  of  a mental 
hospital*  This  institution  is  only  accessible  by  raft  or 
ferry  or  by  the  Pennsylvania  Railroad  which  ope  rates  one 
passenger  train  each  way,  daily*  The  ferry  route  ie  closed 
seventy  days  out  of  the  year  because  of  water  and  ice  conditions* 
The  plot  is  hemmed  In  by  mountains  so  that  sunlight  is  restricted* 
Immediately  through  the  grounds  runs  the  Pennsylvania  Railroad 
and  just  beyond  that,  the  Susquehanna  River  — both  of  them 
suicide  hazards*  The  water  supply,  is  derived  from  wells 
located  on  low  land  at  the  river’s  edge*  This  is  frequently 
flooded  In  wintertime,  is  rather  inadequate  in  quantity,  and 
during  flood  periods  likely  to  be  contaminated.  The  valley 
at  this  point,  is  extremely  narrow  and  there  are  only  about 
85  tillable  acres  in  the  hospital  farm,  mostly  across  the 
river  from  the  hospital*  Altogether,  it  is,  in  the  Board's 
estimation,  a very  poor  site  for  a hospital*  However,  there 
are  several  very  satisfactory  buildings:  — an  admission  unit, 
a stores  building  with  satisfactory  dining  room  , kitchen, 
and  auditorium*  Laundry  Is  satisfactory  for  the  present  size 
of  the  institution*  Estimates  given  us  showed  that  the  devel- 
opment of  a road  into  Retreat  either  over  the  mountain  or 
across  a bridge,  would  Involve  an  expenditure  of  well  over 
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$300,000,  in  fact,  probably  in  excess  of  $400,000.  The 
Board  recognizes  that  the  building  asset  value  at  this  lo- 
cation is  too  great  to  be  abandoned  and  furthermore,  there 
would  be  no  early  facilities  available  to  take  care  of  the 
approximately  1000  patients  cared  for  in  this  institution  at 
the  present  time.  The  Board  therefore  recommends  the  con- 
tinuation of  the  Retreat  Mental  Hospital  for  the  time  boing 
> 

without  further  extension  or  large  investment.  Since  eventu- 
ally, adequate  facilities  can  bo  mado  available  at  Danvillo 
and  at  Clarks  Summit  for  the  Luzerne  County  patients,  v;e 
recommend  the  splitting  of  tho  county  of  Luzerne  betweon  these 
two  institutions  as  new  construction  makes  space  available. 


Appendix  17 

Coiranent  on  Size  of  Philadelphia  State  Hospital 
By  Superintendent  C.  A.  Zeller* 

In  recommending  that  this  hospital  be  developed  for  an 
ultimate  capacity  of  10,000  patients,  I am  cognizant  of  a wide 
difference  of  opinion  among  psychiatrists  as  well  as  in  State 
practice  as  to  the  practical  limitations  to  the  size  of  mental 
hospitals. 

In  1929,  the  State  Charities  Aid  Association  of  He?/  York 
hold  a conference  of  persons  experienced  in  the  care  of  the 
mentally  ill  from  Hew  York  and  nearby  states  to  discuss  tho 
question  of  size  and  planning  of  mental  hospitals  and  its  bear- 
ing upon  the  care  of  patients  and  their  future  prospects.  There 
was  no  complete  consensus  of  ppinion  on  the  direct  question  of 
the  larger  or  smaller  hospital,  although  there  was  a preponder- 
ance of  opinion  in  favor  of  the  smaller  hospital,  based  primar- 
ily on  the  following  reasons: 

1.  Large  hospitals  may  tend  to  impersonal  methods  in  the 
handling  of  problems  Involved  in  the  personal  adjust- 
ment of  patients. 

2.  Large  hospitals  are  apt  to  represent  large  groups  in 
large  buildings  with  large  wards. 

3.  The  large  hospital  would  require  a super-administrator, 
who  not  only  would  become  impersonal  with  the  staff  and 
patients  but  would  need  to  devote  all  his  time  to  ad- 
ministrative duties  alone. 


It  is  my  judgment  that  the  opinions  advanced  by  the  pro- 
ponents of  larger  hospitals  at  this  conference  and  the  opinions 
of  other  psychiatrists  I have  conferred  with,  aro  more  funda- 
mentally sound  and  in  keeping  with  the  present  trend  in  hospital 
planning  and  design  in  metropolitan  areas ♦ These  opinions  are 

summarized  as  follows: 


1*  Personal  contacts  and  relations  between  doctors,  nurses 
and  patients  are  matters  of  proper  organization,  size 
of  units  in  the  hospital  and  the  buildings,  and  depend- 
ent upon  the  esprit  de  corps  and  medical  policies  dev- 
eloped by  the  superintendent  and  clinical  directors* 

2«  A well-planned  large  hospital  can  and  does  consist  of 
a group  of  2000  to  3000  patient  units,  each  group  com- 
prising a small  hospital,  all  centering  about  (1)  an 
admission  service,  (2)  a small  general  hospital  for  the 
acute  and  serious  illnesses,  and  (3)  properly  supplied 
with  utilities  and  other  services  commensurate  with  the 
size  of  the  Institution.  Each  small  hospital  group  is 
composed  of  buildings  planned  and  designed  for  their 
functional  use  In  small  wards  suitable  to  the  type  of 
patient.  In  this  manner,  the  large  institutions  can 
preserve  the  virtues  of  the  small  institutions. 

3*  The  superintendent  with  a medical  and  psychiatric  train- 
ing and  executive  ability  would  and  should  devote  his 
time  to  administrative  work,  depending  upon  and  dele- 
gating necessary  authority  to  dependable  and  well-trained 
assistants  and  chiefs  who  are  specialists  in  their  fields 
of  work.  With  such  an  organization,  the  incentive  and 
opportunity  for  advancement  In  position  and  salary  would 
be  greater.  The  administrator  of  a" large  hospital 
would  function  in  a similar  manner  to  the  superintendent 
og  a large  school  system.  Personal  contacts  would  be 
maintained  through  regular  staff  meetings  and  through 
the  assistants.  With  the  rapid  increase  in  number  of 
mental  patients  In  State  hospitals,  there  is  greater 
need  for  the  careful  and  skillful  administration  of 
the  large  funds  necessary  to  operate  the  Institutions. 
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4.  The  large  State  hospital  has  a definite  function  to 
play  in  the  cornnuni ty  other  than  the  care  and  treat- 
ment of  the  patients  brought  to  it.  It  should  bo 
definitely  responsible  for  the  mental  health  of  the 
community  it  serves  geographically.  It  should  bo  a 
training  center  for  personnel.  It  should,  in  add- 
ition to  training  physicians,  train  the  nurses  of  the 
General  Hospital,  tho  attendants,  the  occupational 
therapists,  social  service  workers,  etc.,  not  only 
for  its  own  needs  but  for  the  needs  of  the  smaller 
State  hospitals  which  cannot  support  the  medical  and 
treatment  facilities  available  in  a large  institution. 

5.  The  large  hospital  can  support  at  a lower  per  capita 
cost,  a medical  center  wherein,  not  only  operative  ' 
cases  and  the  chronic  ill  can  be  properly  cared  for, 
but  laboratory,  exploratory  and  curative  ro search 
work  beneficial  to  psychiatry  can  be  carried  on. 

6.  Large  hospitals  can  be  developed  with  all  facilities 
and  operated  more  economically  than  several  smaller 
hospitals  housing  tho  same  number  of  patients. 

The  New  York  State  Committee  on  Mental  Hygiene , after  a 
thorough  study  of  the  relative  merits  of  large  hospitals  versus 
small  hospitals,  has  endorsed,  built,  and  are  building  several 
large  mental  hospitals  within  close  proximity  of  the  metropoli- 
tan New  York  area,  two  of  which  are: 

Rockland  State  Hospital,  Orangeburg,  N.Y. 

Population  7,500  — Expanded  for  10,000. 

Pilgrim  State  Hospital,  Long  Island,  N.Y. 

Population  8,800  patients  — Expanded  for  10,000. 

Other  local  factors  favorable  to  the  development  of  the 
Philadelphia  State  Hospital  to  a capacity  of  10,000  patients 


are: 
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1#  Sufficiently  largo  areas  of  land  owned,  adaptable  and 
available  for  a large  institution  without  the  crowding 
of  buildings  or  the  necessity  of  building  large -sized 
and  tall  structures, 

2.  Conveniently  located  for  patients  and  visitors  in  close 
proximity  to  the  area  served, 

3*  Area  and  population  of  Philadelphia  County  has  or  will 
have  the  need  for  the  hospitalization  of  about  11,000 
mentally  ill  patients. 

4.  Philadelphia  is  one  of  the  recognized  great  medical 

centers  in  the  country  and  has  available  nodical  speci- 
alists to  cooperate,  advise  and  assist  in  the  training 
of  a competent  staff  drawn  from  the  medical  colleges 
and  hospitals  of  the  City. 

5#  Trained  and  student  nursing  personnel  availablo  from 
schools  in  the  City. 

6.  Large  labor  pool  from  which  hired  help  can  bo  secured. 

7.  Large  market  for  supplies  near  and  excellent  transpor- 
tation facilities  available. 


Under  all  circumstances,  I reached  the  conclusion  that  it 
was  practicable  and  desirable  to  plan  the  institution  to  handle 
an  ultimate  patient  load  of  about  10,000  indicated  by  my  studios 
as  the  probably  normal  load  attributable  to  Philadelphia  Countp. 


(Detailed  plans  of  the  Philadelphia  State  Hospital  Expansion 
Program  are  on  file  with  the ' Department  of  Welfare  and  at  the 
Philadelphia  State  Hospital). 
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Appendix  13 

OLD  AGL*  FhOBIifiS 

Tli©  trend  over  recent  years  haa  been  definitely  in  the 
direction  of  the  commitment  of  more  and  more  poople  of  ad- 
vanced a^e  who  require  Infirmary  cnro  and  custodial  super- 
vision and  while  their  physical  and  mental  conditions  can 
bo  ameliorated,  the  outlook  for  cure  or  restoration  is  ex- 
tremely remote#  Advances  in  nodi cine  have  tended  to  prolong 
the  span  of  human  life  and  many  more  people  are  living  in  the 
dangerous  ago  past  sixty  — dangerous  in  the  sense  t at  the 
possibility  of  nantel  failure  before  physical  disintegration 
is  materially  increased# 

It  is  noteworthy  that  in  rocont  months,  practically  one 
third  of  the  admissions  to  our  mental  hospitals  have  been 
ovor  sixty  years  of  ago.  Some  of  those  aro  frankly  psychotic 
and  definitely  dangerous  to  be  at  largo.  Many  are  confused 
and  demented  and  require  custodial  core#  The  disintegration 
of  the  sense  of  family  responsibility}  the  wartime  pressure 
for  both  men  and  women  to  enter  industry;  the  abconco  of  many 
xaon  in  the  military  servico  — have  all  tended  to  reduce  the 
possible  supervision  available  in  the  family. 

Ho  adequate  policy  has  been  adoptod  toward  the  problem 
of  old  age. 
they  c ease. 


Assistance  awards  are  granted,  but  on  commitment 
Studies  tend  to  show  an  increasing  percentage 
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of  the  population  in  the  upper  ago  brackots  and  t oro  is 
ovory  reason  to  believe  that  this  increase  will  continue# 
It  would  seen  to  the  Board  that  the  time  ha  a cone  for  a 
detailed  consideration  of  the  problem  of  old  age  and  for  a 
c leaner  definition  of  the  responsibility  of  the  state,  the 
nation,  and  the  local  community  in  meeting  this  problem* 
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